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w 3 Henry Ford’s right-hand man 
fo’ years and years, recently wrote 
a 200k about his experiences with 
the motor magnate. It was titled: 

“We Never Called Him Henry.” 

Fred Black, a Nash-Kelvinator 
vice president now, was Ford’s adver- 
tising manager during the Bennett 
regime. 

At a dinner with friends, Mr. Black 
was asked his opinon of Bennett’s 
pook. He replied that he (Black) 
might write a book some day, and 
entitle it: 

“We Never Called Him Bennett.” 


Servel’s Board Chairman, elder 
statesman Louis Ruthenburg, ad- 
dressed a group of distinguished 
Southern bankers. 

“We all are glad to see a Yankee 
daown heah,” declayahed the toast- 
master. “To us a Yankee visitah is 
worth two bales of cotton—and much 
easier to pick.” 


Gags of the Week 


(Overheard in a Pullman car.) 
“If Joe Stalin wants any more 
territory, he can have mine.” 


Upon hearing that Franchot Tone, 
who recently dropped a decision to 
Tom Neal, had kicked a lady colum- 
nist in the shins, a sports lover ob- 
served: 

“That Tone always overmatches 
himself.” 


“Setting a good example for your 
children takes all the fun out of 
middle age.”—-FRANK HANSEN (a re- 
cent visitor from Sydney, Australia). 


“The World has seen the Stone 
Age, the Iron Age and—judging 
from the news—it is now observing 
the Steal Age.”—Phoenix Metal Cap 
House Organ. 


“I have at last met a man who 
doesn’t know everything there is to 
know about how to run a newspaper. 
He’s the editor.” ED HOWE. 


“Tilford Moots was over to the 
Henryville poor farm the other day 
to see a friend of his that used to 
run a newspaper that pleased every- 
body.’”—KIN HUBBARD. 


Echoes from the Exposition 


Visitors at the All-Industry Refrig- 
eration and Air Conditioning Exposi- 
tion at Navy Pier, Chicago, supplied 
the answers featured in the Chicago 
Tribune’s “Inquiring Camera” column 
of Nov. 7. 

The question, “Do you think beauty 
Contests are immoral?” drew the 
following responses: 

Avlene Williams, Miss Air Condi- 
tioning:—“If there’s anything im- 
moral, it’s usually the girl, not the 
Con'est or the people connected with 
it. People go to the beach in bath- 
ing suits, and you think nothing of it. 
There’s no real difference between 
Waliing on the beach in a bathing 
Suit and entering a contest in one.” 

£ iy O’Neil, Miss Refrigeration: 
‘T\ entered many contests. I’ve 
me’ nice girls, and there never has 
bee’ any trouble or anything im- 
mo: | about them. Most girls in the 
COhicsts are young, enthusiastic, 
Cleen cut girls; they enter just for 
the un of it. Competing gives them 
®Xp: ience and _ self-confidence.” 

* M tin Apkarian, Dayton engineer: 

De iitely not! We should have 
mor of them. Beauty contestants 
are iways nice to see. Competing 
IN 6° gives a young girl something 
to look forward to—she may even 
have an opportunity to become Miss 


(Co. cluded on Page 6, Column 1) 
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Machine Tool Cut 
May Not Hamper 
Model Changes 


DETROIT—Manufacturers of re- 
frigerators, home freezers, and other 
major appliances may not be too 
hampered in changing design of their 
products by NPA order M-41A, which 
limits use of new machine tools after 
Feb. 1, 1952, to direct defense and 
defense supporting users. 

However, industry observers believe 
that the combination of other factors 
plus the restriction on the use of 
new machine tools, may serve to ef- 
fectively put a damper on any major 
model changes. 

Manufacturers point out that new 
dies that would be necessary for 
model changes can be fitted to the 
supply of existing machine tools, 
which in most cases are adequate. 
If new dies, jigs, and fixtures are not 
restricted, it will still be possible to 


(Concluded on Page 4, Column 1) 


Asre To Meet In 


New Orleans Dec. 2-5. 


NEW ORLEANS — Three special 
conferences, including an open dis- 
cussion on alternate materials for 
household refrigerators, will be held 
in addition to four regular technical 
sessions at the 47th annual meeting 
of the American Society of Refrig- 
erating Engineers in the Roosevelt 
hotel here Dec. 2 to 5. 

Even the first regular session on 
Monday morning, Dec. 3, will have 
timely significance. It will be a 
symposium on low temperature re- 
frigeration featuring five speakers 
who will describe the low tempera- 
ture facilities at three different lab- 
oratories and other applications. 

Besides the Domestic Refrigerator 
Engineering Conference, also sched- 
uled for Monday morning, there’ll be 
one to discuss industrial insulation 
applications and another on package 
air conditioners that promises ‘a look 
at the future” for this field. 

As might be expected from the 
fascinating and different host city of 
New Orleans, the usual entertain- 
ment features will have a distinctive 
flavor. The Monday night party will 
start with cocktails followed by 
dinner at the famous French Quarter. 
And the annual dinner-dance sched- 
uled for Tuesday evening will be an 
informal costume party. 

Results of the annual election of 
officers will be announced at the 
meeting, too. The candidates: for 
president, Edward Simons; for first 
and second vice president, Richard 
Cc. Jordan and Arthur J. Hess, re- 


(Concluded on Page 4, Column 3) 


Court Enjoins Ohio Dealer 
From Violating Reg. W 


CINCINNATI—A local television 
dealer, Herb Black of Television 
Service Center, has been enjoined by 
the U. S. District Court here from 
further violating the provisions of 
Regulation W, which governs the in- 
stalment sale of television sets and 
major appliances. 

At the same time, the Board of 
Governors of the Federal Reserve 


*System suspended for 15 days, from 


Nov. 18 through Dec. 2, Black’s 
license to make instalment sales of 
articles listed in the regulation. 

Black consented to the issuance of 
the injunction by the court and the 
entry of the order by the FRB. The 
violations charged in both proceed- 
ings consisted in failing to obtain 
the down payment required by Reg. 
Ww. 


. 


ie 
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Contractors In 
Cooling Can Up 
On-Job Prices 


WASHINGTON, D. C.—Here are 
further details of the new ceiling 
price regulation (CPR 93) which per- 
mits the building construction indus- 
try, including air conditioning and 
refrigeration contractors, to adjust 
prices to reflect increased material 
and labor costs. 

Effective Nov. 20, the regulation 
covers transactions in which sellers 
(including subcontractors as well as 
prime contractors) furnish labor 
service or any combination of labor, 
materials, equipment, and_ service 
under contract for building, highway, 
heavy, and railroad construction and 
a broad range of miscellaneous con- 
struction. 

Building construction includes but 
is not limited to the creation and con- 
struction of building structures in- 
tended for shelter, protection, com- 
fort, or convenience, and of produc- 
tion and processing facilities, accord- 
ing to the OPS. 

“The term includes but is not 
limited to . . the installation of 
plumbing, heating, air conditioning, 
and like equipment, and all modifica- 
tions, alterations, additions, and re- 
pairs,” the agency said. 

Also covered by the regulation are 
transactions which involve shop fabri- 
cation by the installer of materials; 
the sale of installation or erection 
service by a manufacturer who in- 
stalls or erects a commodity manu- 
factured by him and charges sepa- 
rately for the installation or erection; 
and any transaction involving both 


(Concluded on Back Page, Column 3) 


Newcomb, Poteat 
To Head NEMA 


Appliance Division 


ATLANTIC CITY, N. J.—The Na- 
tional Electrical Manufacturers As- 
sociation recently elected T. J. New- 
comb, sales manager of the Westing- 
house electric appliance division, as 
chairman of its major appliance di- 
vision. 

J. B. Poteat, general manager of 
General Electric’s range and water 
heater department, was named vice 
chairman of the division. 

Results of elections to posts in the 
household refrigerator and farm and 
home freezer sections were as fol- 
lows: 

Household __ refrigerator section: 


(Concluded on Back Page, Column 2) 


Go Aheads on Construction 
To Be Scarcer Next Quarter 


WASHINGTON, D. C.—Only 1,415 
of 3,834 construction projects sched- 
uled for the fourth quarter received 
the “go-ahead” sign from the gov- 
ernment, the Construction Controls 
Div. of the National Production Au- 
thority reports. 

The NPA indicated it will be even 
tougher on projects slated for con- 
struction in the first three months of 
next year. 

Of the approvals, 907 were auto- 
matically exempt since they involved 
only minimum quantities of cdn- 
trolled steel, copper, and aluminum, 
while 210 of the approvals required 
no scarce metals. Only 298 of the 
approvals required a specific allot- 
ment of controlled materials. 

NPA pointed out that denial of a 


(Concluded on Page 3, Column 1) 


Republicans, Democrats 
Agree! Air Conditioning 
A Must at Conventions 


CHICAGO—Republicans and Dem- 
ocrats are agreed on one thing, at 
least: Air Conditioning is very de- 
sirable. 

Leaders of both parties decided to 
hold their 1952 national conventions 
in the International Amphitheater 
here, rather than in the Chicago 
Stadium, when the Amphitheater 
management promised to install an 
air conditioning system. 

The action resulted in excellent 
newspaper publicity for air condi- 
tioning. The Chicago Tribune put the 
story on the decision on the front 
page under a headline reading: “Air 


Cooling, TV Decide Choice Over 
Stadium.” 
Television needs were also a 


major factor in switching from the 
Stadium since the latter would have 
required building structures costing 
between $50,000 and $100,000 to ac- 
commodate video requirements. 

But the outstanding feature of the 
action was that it will give Chicago 
its first big, permanently air condi- 
tioned convention hall, according to 
J. M. Arvey, Democratic national 
committeeman for Illinois. 

Bids on the air conditioning were 
obtained some months ago. Cost of 
the system will be about $300,000, 
it was reported. Installation of the 
system will be started soon, it was 
announced by William W. Prince, 
president of the company which owns 
the Amphitheater. 

Said Arvey: “This will do more 
than anything else to keep Chicago 
ahead in the convention field, which 
is important to all Chicagoans.” 

Normal seating capacity of the 
Amphitheater is 11,000. But 4,000 
additional seats can be placed in two 
wings adjoining the main hall, Prince 
said. 


Hawk, Hatcher, and 


Thomas Figure In 
Brunner Staff Shifts 


UTICA, N. Y.—Four new appoint- 
ments in the Brunner sales organiza- 
tion and the appointment of a chief 
application engineer were announced 
recently by the Brunner Mfg. Co. 
here. 

Frank C. Hawk, for the past seven 
and a half years New York district 
sales manager for the Bush Mfg. Co., 
was named director of sales to suc- 
ceed J. W. Thomas who held that 
post for the past five years. 

Hawk has been in the industry for 
more than 16 years, serving in the 
export sales department of Worthing- 
ton Pump & Machinery Corp., as 
chief application engineer for Chrys- 
ler Airtemp Div., as Chicago depart- 
ment manager for Peerless of Ameri- 
ca, Inc., and doing dealer contact 
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First Quarter’s 
Allotments 50% 
Or Less of Base 


Reduced Allocations Are 
Given for Consumer Goods; 


Copper Scarce Until ’54 


WASHINGTON, D. C.—Allotments 
of controlled materials for the first 
quarter of 1952 were announced re- 
cently by the National Production 
Authority, revealing that the agency 
had made a division between what 
‘it considers to be the more essential 
consumer durable goods and those 
with lower essentiality. 

Those falling in the more essential 
group—this included all major appli- 
ances—were allotted 50% of the 
carbon, alloy, and stainless steel used 
during the pre-Korean base period, 
40% of the copper wire mill products, 
and 35% of the aluminum and copper 
brass mill products. 

The less essential products—such 
as copper ash trays and aluminum 
venetian blinds—will get 50% or 
more of the steel used in the base 
period, but varying amounts of cop- 
per and aluminum. Allotments will 
go as low as 9% of base period con- 
sumption and average about 10% 
for copper and 20% for aluminum. 

The over-all percentage allotments 
for the fourth quarter of this year 
were originally set at about 58% of 


(Concluded on Page 4, Column 5) 


"52 Mitchells Have 
6-Position Control 


CHICAGO—“Six comfort position 
control” which permits the “dialing 
in” of desired conditions through 
means of a “Weath’r Dial’’ one knob 
control, will feature the 1952 line of 
Mitchell room air conditioners, which 
were introduced at the All-Industry 
Refrigeration & Air Conditioning 
Exposition here by Mitchell Mfg. Co. 

Included in the line are %-hp., %- 
hp,. and 1-hp. window-type room air 
conditioners with the Weath’r Dial 
feature, and a 44-hp. room cooler. 

The “six comfort positions” af- 
forded by the control are designated 
as follows: 

1. “Dynacool” which provides the 
maximum cooling effect. 

2. “Nite Cool” or medium cooling, 
which is accomplished by changing 
the speed of the blower motors. 

3. “Arid-Dryer.” On this control 


(Concluded on Page 6, Column 4) 


New Acme Heat Pump 
Provides Year-Round 
Home AirConditioning 


JACKSON, Mich.— Acme Indus- 
tries, Inc., manufaeturer of air condi- 
tioning and refrigeration equipment, 
has begun shipment of heat pump 
air conditioning units that will pro- 
vide. year-round air conditioning in 
the home. 

The new units are not dependent 
upon standard fuels such as coal, 
coke, wood, gas, or oil, Through a 
unique principle the units supply 
heat from any outside source such 
as from the air, a body of water, or 
the ground itself. 

The units are placed in either the 
basement or utility room with pipes 
leading outside. Air is drawn in and 


(Concluded on Page 6, Column 5) 


Cooking Appliance Makers 
Ask Delay on Dec. 19 Filing 


WASHINGTON, D. C.—Postpone- 
ment of the Dec. 19 mandatory filing 
date under Ceiling Price Regulation 
22 was recently requested of the 
Office of Price Stabilization by mem- 
bers of the domestic cooking appli- 
ances industry advisory committee. 

But OPS officials stated that an 
extension of the deadline is not being 
contemplated. 

The manufacturers asked for the 
postponement after they had been 
asked to recommend a pattern for a 
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AIR CONDITIONING & REFRIGERATION NEWS, NOVEMBER 26, 1951 


—. 


When the Refrigeration and Air Conditioning Contractors Association completed its annual elections 
the slate of officers and directors included a few new faces plus some veterans who had won promotions. 

Seated here are R. W. Noll, George T. Howe (treasurer), Ralph Lampie (second vice president), 
T. A. Reina (president), A. M. Palen (first vice president), and Cecil E. Kirby (recording secretary). 
Standing: Nathan Edelstein (executive vice president), Harvey O. Miller, G. T. Rostock, Warren W. Farr, 


Ralph E. Manns, A. C. Dienstel, Wm. J. Schemers, and M. Schneider. 


Specific Suggestions Offered 


was B. C. McCall, sergeant-at-arms. 


Not present for the picture 


Only Mutual Responsibility of Mfr., Refrigeration Contractor ~ 
Can Assure Fair Service Policies, Good Customer Relationships 


CHICAGO—A plea for more coop- 
eration from manufacturers in ac- 
cepting their responsibility for ade- 
quate inspection and fair service 
policies was made by Ralph E. 
Manns, Wilmington, Calif., in a talk 
presented at the recent convention of 
the Refrigeration & Air Condition- 
ing Contractors Association. 

At the same time, Manns urged 
contractors to cooperate fully with 
manufacturers, emphasizing that 
most industry problems could be 
solved by adoption of the ‘Golden 
Rule.” 
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REACH-INS al | 7h 
Modern flush fronts with f ' 
recessed handles in popu- i 


lar sizes. Ten models to 
choose from. Available in 
white Dulux, stainless steel 
fronts and glass doors. 


KUBEMASTER 
ICE CUBE 
MAKER 


Whenever food or refresh- 
ment is served, ice cubes 
as you need them. Choice 
of 3 beautiful models. 


DRY KOOL BOTTLE COOLER 


World famous 
for perform- 
ance and de- 
sign. 14 mod- 
els to meet all 
requirements 
in stainless steel 
or brown Dulux finish, 


KOOLMASTER DIRECT DRAW 


Engineered to 
serve beer to the 
“Brewmaster's” 
taste. Its smart 
appecrance en- 
hances any establish- 
ment. Choice of 8 / 
models in Stainless steel 
or brown Dulux finish. 


UPRIGHT FREEZER 
15 Cubic Feet 


Scientific placement of 
cooling coils, two separate 
food compartments, dual 
doors to minimize cold 
loss, insure balanced freez- 
ing at minimum cost. 


DESIGNED — ENGINEERED — MANUFACTURED 


By 
UNITED 
REFRIGERATOR 


COMPANY 


Locust and Walnut Sts. 
HUDSON, WISCONSIN 


“In my opinion,” Manns said, “the 
manufacturer should certainly con- 
sider seriously some of the follow- 
ing suggestions: 

“1, Establish an inspection depart- 
ment independent of the sales and 
production departments to see that 
equipment shipped is free of defects 
and properly assembled and tested. 

“Most defective equipment is the 
result of the production department 
inspecting its own materials. Where 
separate inspection departments are 
set up, we get few defects. 

“2. Maintain a trained service rep- 
resentative in each area who is 
available to all dealers, distributors, 
and contractors to promptly inspect 
and determine’ responsibility for 
alleged defects. 


Prompt Service Important 


“This representative should have 
full authority to authorize not only 
replacement of defective parts but 
also the labor costs of such replace- 
ments where the defect is clearly 
the factory responsibility. He should 
be able to go to the job soon after 
the defect appears to determine 
whether or not it is a factory defect, 
explain the situation to the customer, 
and expedite service. 

“On borderline cases, of which 
there are many, or where the cus- 
tomer or contractor is clearly at 
fault, prompt inspection and dis- 
cussion by such a representative cer- 
tainly will minimize friction and 
misunderstandings. 

“3. Maintain adequate stock of 
repair parts and replacements in 
local areas. 

“A few manufacturers do this. The 
majority, however, carry such stock 
at the factory if at all. Some require 
their dealers or distributors to carry 
spare parts which is obviously un- 
fair except for those whose sales and 
exclusive franchises make such stock- 
ing on a limited scale feasible. 


Manufacturers’ Parts 
Setup Inadequate 


“Only in the refrigeration industry 
is it possible to be a manufacturer 
without an adequate parts supply 
setup. You take your car into a 
garage and expect it to be repaired 
the same day. Try this with refrig- 
eration equipment, particularly that 
in the large sizes. 

“Is it any wonder that many of 
our customers have parts made in 
a local machine shop rather than wait 
for the factory to ship in 30 to 120 
days, the repairs for his equipment?” 

Manns noted here that the govern- 
ment requires automobile manufac- 
turers to make a certain percentage 
of repair parts and to make them 
readily available in the field. 

“It is high time,” Manns said, ‘“‘that 
the refrigeration industry takes a 
good look at itself and makes an 
‘about face.’ Everywhere one goes, 
he hears grumblings, complainings, 
and misgivings on all manner of 
things. 


Principle of the 
‘Golden Rule’ 


“To me, it appears that the major- 
ity of our problems and difficulties 
would disappear if we would only 
return to a very fundamental rule 
of human relationship: ‘Do unto 
others as you would have them do 
unto you.’ Adoption of this simple 
basic ‘Golden Rule’ which is the prin- 
ciple underlying all religions, creeds, 
and social agreements, can certainly 


be used with great success in our 
business. 

“The refrigeration contractor 
trusts and depends upon his suppliers, 
both manufacturers and wholesalers, 
for the materials and equipment he 
sells. The integrity of the supplier is 
accepted without question. The rating 
sheets, performance curves are as- 
sumed to be correct, and the work- 
manship and materials are expected 
to be as advertised in the literature. 

“Performance promises are made 
to and accepted by the customer. It 
is common to hear something like 
this. ‘Well, George, I’ve never used 
any of Blank Co.’s equipment but it 
is well advertised and you vouch for 
it, so I'll go along with you and use 
#.’ 

“So far, #0 good. ... 


“Blank Co., however, has a much ° 


better advertising agency and sales 
department than it has engineering, 
production, and inspection depart- 
ments. The ratings have been taken 
from other companies’ literature, 
and boosted a little for competitive 
reasons. 

“The ‘hot dip galvanized casing’ 
is mostly galvanized (not the edges, 
of course), the ‘scientifically, ultra- 
quiet, super curved, etc.’ fan had to 
be hammered into shape after gal- 
vanizing, of course, and may have 
flaked a bit. The bearings have been 
picked from a catalog with little 
checking as to their life or adapt- 
ability to the service temperatures 
or ease of lubrication, etc. 


Production More Important 


Than Perfection 


“However, none of these defects 
show up on casual inspection. If in- 
spected at all, of course, the produc- 
tion department will do it, in spite 
of their only interest being to get 
the most units out through the doors 
in order to keep to_ production 
schedules. If it looks O.K., then it 
will be all right. 

“Installed and operating, the elim- 
inators are a poor fit and brine or 
water by-passes. A factory defect? 
Sure, but how do you get the fac- 
tory to do something about it? Most 
of you have tried at one time or an- 
other. 

“The contractor repairs the defect 
at his own expense. Of course, dur- 
ing the repair, the inspection door 
had to be worked over due to a weak 
hinge or poor fit. Six weeks later, a 
noise develops, one of the bearings 
has gone, necessitating removal of 
the fan wheels from the shaft and 
practically a tearing apart of the 
fan section. 


Typical Case of Handling 


“This time the Blank Co. are 
gentlemen. After two or three letters 
and 30 to 40 days, they have the de- 
fective bearing returned by the con- 
tractor prepaid for inspection. 

“Then they issue a credit memo for 
the bearing at contractor’s cost or 
sometimes send him a new bearing 
by collect freight. (He has no use, 
of course, for this extra bearing now, 
having already purchased one locally 
to return the unit to service while 
the rhubarb is in progress). 

“No attempt has been made by the 
manufacturer to cooperate with con- 
tractor, to maintain a friendly rela- 
tionship with the customer, nor to 
absorb any of the labor expense of 
the contractor in rectifying the de- 
fects and mistakes. 

“According to Webster, a guaran- 
tee is ‘to secure against loss or 


damage,’ and a warranty is ‘a written 
guarantee of quality.’ Over the past 
20 years the acceptance of responsi- 
bility by the manufacturer has 
steadily deteriorated. As a _ result 
there are areas in which large, na- 
tionally-known manufacturers do not 
have good distribution and cannot 
secure it due to their poor service and 
adjustment policies.” 

Manns acknowledged: that in many 
cases, this situation is due in part to 
the use of substitute materials and 
lack of manpower following World 
War II. 


Maximum Net Profit Calls 
For Close Checking 


“We contractors,” he continued, 
“make a day to day effort to employ 
plant, money, and manpower to 
secure a maximum net profit before 
taxes. This calls for close, continuous 
scrutiny of our list of supplying 
manufacturers. 

“Will the man-hours of effort ex- 
pended on the sale of one product 
line be more profitable if transferred 
to another product line? Does the 
manufacturer cooperate with us to 
the limit of his ability? What is the 
cost of maintaining good customer 
relationships with this manufactur- 
er’s product?” 

After then making his three sug- 
gestions to manufacturers, Manns 
concluded: 

“I want to again emphasize the 
‘Golden Rule.’ If a contractor would 
only ask for help and service from 
the manufacturer after he has 
thoroughly checked the equipment, 
and is completely honest in his 
claims, much of the present difficulty 
would cease to exist. The contractor 
should have respect for himself, his 
manufacturer, and his customer. 


Field Information Should 
Be Given to Manufacturer 


“Observations of the contractor in 
the field should be passed on to the 
maker as quickly and in as much de- 
tail as possible. Only by getting ade- 
quate field information can a legiti- 
mate manufacturer make changes in 
his equipment and operations to fit 
our needs. 

“A strong national organization of 
refrigeration and air conditioning 
contractors with strong local organi- 
zations can obtain the cooperation of 
our manufacturers in accepting their 
responsibility for adequate inspection 
and fair service policies. 

“Raising the ethical standards of 
the industry will certainly result in 
acceptance by the public of the value 
of doing business with an established 
refrigeration contractor whose record 
of integrity is vouched for by his 
membership in our organization.” 


National Hardware 1952 Show 
Dates Set for Oct. 6-10 In N. Y. C. 


NEW YORK CITY—The 1952 Na- 
tional Hardware Show will be held 
in the Grand Central Palace here on 
Oct. 6 through 10, Frank M. Yeager, 
managing director of the show, has 
announced. 

These dates have been selected to 
avoid all holidays and to precede the 
hardware conventions in Atlantic 
City, Yeager said. 

The 1951 show attracted 709 manu- 
facturers of hardware and allied 
products and was termed the greatest 
merchandising event in the history 


Salary Stabilization 
Board Answers Questions 


On Christmas Bonus Plans 


WASHINGTON, D. C.—To clarify 
its ruling permitting the payment of 
Christmas and year-end bonuses not 
directly related to company profits, 
the Salary Stabilization Board re. 
cently issued this series of questions 
and answers: 

1. Q. A company in 1950 paid a 
week’s salary to each of its employes 
as a Christmas or year-end bonus. 
Payment of the bonus was not 
directly related to the compan’s 
profits. May the practice be ccn- 
tinued this year? 

A. Yes. However, the employer 
must follow his 1950 practice as to 
the groups of employes among whom 
such bonuses were paid and may not 
pay such bonuses to a group of en- 
ployes to whom such bonuses were 
not paid in 1950. If the practice was 
to pay a stated portion of salary, the 
employer may pay the same portion 
but no more. If the practice was to 
pay a specific sum, the same sum 
may be paid. 

2. Q. If the salary of an employe 
has increased since 1950, may his 
Christmas or year-end bonus be 
based upon the increased salary? 

A. Yes; provided, of course, that 
the increase did not violate salary 
stabilization regulations. 

3. Q. A company had a practice in 
effect in 1950 of paying 2% of an- 
nual earnings as Christmas bonuses, 
May it pay such Christmas bonuses 
this year based upon 2% of annual 
earnings ? 

A. Only subject to the limitations 
and provisions of the Bonus Regula- 
tion. Such a bonus is directly related 
to profits and is not covered by this 
interpretation. 

4. Q. A company’s practice in 1950 
was to pay as a Christmas or year- 
end bonus of 1% of salaries to em- 
ployes with one year of service and 
an additional 1% of salaries for each 
additional year of service. May the 
same practice be followed this year? 

A. Yes. 

5. Q. Upon the facts stated in the 
foregoing questions, may Christmas 
or year-end bonuses be paid to a new 
employe ? 


A. Yes; provided Christmas or 


-year-end bonuses were paid in 1950 


to new employes in the group into 
which the particular employe has 
been hired. . 


Mass. Grocers Condemn 
Food Market Giveaways 


BOSTON—Food market giveaways 
of appliances and other consumer 
items were scored recently by the 
Massachusetts Retail Grocers Asso- 
ciation. 

In advertisements that appeared in 
17 daily newspapers throughout the 
state the association declared that 
“there is no place in the food indus- 
try for shell games.” 

The advertisements pointed out 
that the food industry makes a profit 
of only about 1 or 2% on food items 
and therefore “the cost of the extra 
free giveaway prizes must be passed 
on to the consumer in the form of 
hidden higher prices for food. There 
is no other way.” 


of the hardware industry, according 
to Yeager. 


Additional Cases Installed 


JOHNSON CITY, N. Y.—The com- 
pletely remodeled Acme Super Mar- 
ket at 128 Grand Ave. features much 
wider use of refrigeration equipment 
than the old store. 

New cases have been installed for 
the self-service meat operation. 
Modern refrigerated cases also have 
been installed in the new fruit and 
vegetable and dairy departments. 


AIR 
CONDITIONERS 


3 to 50 Ton Units complete 
with evaporative condensers 
BAL-AIR MANUFACTURERS 


P. O. BOX 576 
COLUMBIA, S. C. 3 


—— 


“CONVEYOMATIC”... 
The Newest Word In Super 
Market Checkstands! 
Motorized, Straight-line i 
Conveyor That Doubles the ‘ae 
Ring-up Rate! Invited 
JENTZEN-MILLER CO.-654 E. 10 Mile Rd.-Hazel Park, Mich. 
Super Market Equipment Manufacturing Engineers 
oe ; é : ae: 


q ie TC , De a a ne a ee nee meee rae SS as RSS s ike pear eae ———— earn = = —=>° I - a 
Rey 2 ee “i 
— — a 
Pye ad _ ws % a4 oe . 
ie fe | i. aay wh us - P 
Paes = Gite are § © #74 Vv ian di 
aie ean ed aie 4 a eee oe  & 
, @ ae wt )\ | ae - pe 
oe < rs... “i ~ Se ma 32 5. \ ——_ 
isee >, Se al oa AS a | — 4 
a . (mere . )' ee are > | al 
rahe to 
sd su 
eas 
wi 
aes a «=| ee oc 
ver tel 
fe - clu 
cer stc 
ios “3 cle 
=a) : mi 
ee: all 
ee = 
ee fe ex< 
-” 975 
ria 
‘ of 
pies cat 
pa a 
hy ee ing 
SAS: ter 
Aa we 
See per 
der 
to 
a the 
10°¢ 
<<a enaaniansitteiiidreitniminmmaeniincnll I 
tior 
: tele 
7 3 and 
” tior 
a Sev 
7 a a sta 
‘ and 
- tha 
7 « mai 
FOR Duality r 
lati 
Be mo! 
a ann (COMONLY san 
eae. U 
ae eer ; are 
nats PO and 
ee this 
° whi 
“a M 
a | tion 
4 % aoe 
! a E a ns 
se RS ‘ cons 
is : me Hou 
eeeneeeeeeeeveeeeec eee eaeceaeaeeee@ P| Of 1 
' Se Se 
* by : 
iz Fre 
4 Cl 
oF Seeeeeeeseeseeees seeeeeeeeer pric: 
ites hom 
by | 
—— os ‘ Ol 
Ba “ans — refri 
i ee ", Mod 
“4 | ee EBS: 
il a © wibianiiimaiantinna EC8: 
a eeeeeeneaeeceaeeea eee ea eee ea eeeece Po ED§: 
es ED-} 
z ee i 
>| oh ee Se EG 
; : x Te Pr 
¥ was 
“ 
; He: 
@eeeneeeaeaeaeeeeeaeaeaeaeaeaeaeaeeeeee So! 
Se | re EL 
, ae a rarer err ee ree RNS ing 
7 waa >: Tt —SOS 
| Me a" acc: 
; e)1 y wh 
ae —— 4 nin 
, rr *: Co 
, , wil 
: unt 
7 hig ‘ 
. mo: 
in 
apy 
ton: » 
| Thi 
SS of 
2 | thu 
* | | 
= aA « 7 4 . sf ia ‘ 
< eS - . é Ra . oak at 4 7 if? a fe Fie agli” ee ee x ™ . , , , 


tions 
Alans 


clarify 
lent of 
es not 
profits, 
rd re. 
estions 


paid a 
iployes 
bonus. 
S not 
ipan”’s 
eB ccn- 


ployer 
' as to 
whom 
ay not 
of emn- 
5 Were 
ce Was 
ry, the 
portion 
was to 
e sum 


mploye 
ay his 
us be 
ary? 

ep, that 
salary 


tice in 
of an- 
onuses, 
yonuses 
annual 


tations 
cegula- 
related 
by this 


in 1950 
r year- 
to em- 
ce and 
yr each 
ay the 
year? 


in the 
‘istmas 
a new 


las or 
n 1950 
ip into 
re has 


AIR CONDITIONING & REFRIGERATION NEWS, NOVEMBER 26, 1951 
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Construction Go-Ahead - - 


(Concluded from Page 1, Column 3) 


project in the fourth quarter of 1951 
did not constitute a final denial, but 
merely a deferral, of the project. Any 
applicant denied an allotment may 
fii: for materials in a subsequent 
quarter, and, if the available supply 
ee controlled materials has increased, 

rmission to proceed may _ be 
granted. 

NPA said that it was unlikely that 
approval will be given to any project 
nc* at least 20% completed. Again, 
the only approvals to commence con- 
st -uction in the first quarter will be 
to those of a military or defense- 
su porting nature, with the exception 
of a small number of hardship cases 
wiere a fire or other disaster has 
ocurred. 

‘f the total of 3,834 fourth-quar- 
ter applications, 1,577 were for the 
general commercial type, which in- 
clujes garages and service stations, 
stores, restaurants, laundries and dry 
cleaning plants, and dog kennels. 
Construction in 599 cases was per- 
mitted (either approved with an 
allotment of controlled materials, ap- 
proved without such allotment, or 
exempt from restrictions) and in 
978 cases was denied. Of the mate- 
riais allotted, 7,797 tons of steel, 20% 
of the total, was for projects in this 
category. This represented 13% of 
the amount requested. 

The second general category of 
cases includes warehouses, process- 
ing buildings, shop buildings, and 
terminal buildings. In this group 
were 360 cases. Construction was 
permitted or exempt in 124 and 
denied in 236. Steel allotted amounted 
to 3,895 tons, representing 10% of 
the total allotment. This was also 
10% of the amount requested. 

In the entertainment and recrea- 
tion category are theaters, radio and 
television stations, drive-in theaters, 
and miscellaneous social and recrea- 


tional facilities, totaling 131 cases. _ 


— 


Seventy-five received permission to 
start construction or were exempt, 
and 56 were denied. NPA pointed out 
that approvals in this category were 
made only in cases of extreme hard- 
ships. This would occur if the regu- 
lations affected one applicant much 
more severely than others in the 
same trade. 

Under the office building category 
are banks, office and loft buildings, 
and medical and dental clinics. In 
this group were 649 applications, of 
which 270 were permitted or exempt 
and 379 denied. 

Miscellaneous residential construc- 
tion included hotels, inns and motels, 
rooming houses, and _ dormitories 
(applications for other residential 
construction are handled by the 
Housing and Home Finance Agency). 
Of the 150 applications, 87 were per- 
mitted to proceed or were exempt, 
and 63 were denied. 


Hotpoint Refrigerator, 
Freezer Prices Raised 


CHICAGO — Increases in the list 
prices of six refrigerators and one 
home freezer have been announced 
by Hotpoint Inc. The new prices be- 
came effective Nov. 15. 

Old and new prices of the six 
refrigerators are as follows: 


Model New Price Old Price 
eer $274.95 $269.95 
rr 309.95 299.95 
ee 356.50 339.95 
ED-110-5 ........ 392.50 369.95 
EG87-5 .......... 467.00 439.95 
EG106-5 ......... 509.50 479.95 


Price of the model EK11-5 freezer 
was raised from $419.95 to $429.95. 


Hoasloop’s Introduces Its 
Salesmen In Ad Promotion 


FLMIRA, N. Y¥.—Haesloop’s Appli- 
ance Store inaugurated night open- 
ing. with an unusual newspaper ad- 
ver. sement in which it sought to 
acc aint the public with salesmen 
wh would be on hand to greet eve- 
nin. shoppers. 

Copy read: “For the added con- 
ver ence of customers, Haesloop’s 
wil now remain open every night 
unt 9 p.m., except Saturday. To- 
nig'* John Conklin and Bill Wet- 
mo: will be on hand to assist you 
in our selection of any Haesloop 
ince. Plan to visit Haesloop’s 
toni xht.” 
® advertisement carried photos 
of ‘oth salesmen and gave brief 
bnail sketches of the men. 


Fair Trade Death Knell 
May Sound Pending 
Outcome of Damage Suit 


NEW YORK CITY —If Masters, 
Inc. wins the $75,000 treble damage 
suit it filed recently against Sunbeam, 
“fair trade” in a practical sense may 
well be ended, in the opinion of sev- 
eral appliance manufacturers. 

These producers, who at one time 
fair traded their products and who 
now are neutral in the fair trade 
legal battle, pointed out that the 
“discount house’ singled out Sun- 
beam as a target because the manu- 
facturer is a leader in the attack on 
price cutting of fair traded items. 

Two weeks earlier, Sunbeam had 
sued Macy’s for $6,000,000, asking 
that the department store be en- 
joined from selling its traffic appli- 
ances below minimum prices. 

Masters is seeking to have Sun- 
beam and eight of its distributors re- 
strained from continuing an agree- 
ment which prohibits the sale of 
Mixmasters and other items by re- 
tailers who do not sign fair trade 
contracts. The agreement, Masters 
contends, constitutes conspiracy in 
restraint of trade within the meaning 
of the Sherman Act. 

Masters’ suit is an attempt to have 
the Supreme Court “non-signer” deci- 
sion in the Schwegmann case imple- 
mented by further court action. This 
is believed by the outlet’s president, 
Stephen Masters, to be one of the 
first, if not the first, effort by a 
retailer in this direction. 

Several injunctions were issued 
against Masters prior to the Schweg- 
mann ruling for cutting the prices of 
fair traded merchandise. Sunbeam 
was among the manufacturers who 
obtained court orders against Mas- 
ters and later filed contempt pro- 
ceedings when the store allegedly 
ignored the orders. 


OPS Delegates District, 
Regional Supervision of 
Service Price Ceilings 


WASHINGTON, D. C.—As a fore- 
runner of turning over complete au- 
thority to administer ceiling prices 
on services—such as _ refrigeration 
repairs and appliance servicing—to 
its regional and district offices, the 
Office of Price Stabilization has dele- 
gated to them the power to set, 
approve, or disapprove ceiling prices 
under certain sections of CPR 34. 

Delegation of Authority 28 au- 
thorizes these offices to accept re- 
ports, set, approve, or disapprove 
ceiling prices, or to require further 
information under sections 6, 7, and 8. 

These sections pertain to new sell- 
ers and new services, pricing which 
cannot be done under other ‘provi- 
sions of the order, and pricing of 
seasonal services. 

Regional and district directors are 
also authorized to disapprove or re- 
vise proposed or established ceilings 
under section 9 and to set ceilings 
under section 19 when a firm has 
failed to do so. They can also require 
further information or disapprove 
statements filed under section 18 of 
the order. 

The regional and district offices are 
not yet authorized to make price 
adjustments in hardship cases. But 
it is reported that they will get this 
authority soon. 


Hobart Ups Dishwasher Prices 


TROY, Ohio—Higher prices were 
announced recently for Hobart dish- 
washers. 

Price of model KD10 has gone up 
from $299.95 to $329.95 and that of 
model KD34 from $429.95 to $459.95. 
Price of the conversion kit is listed 
at $30. 


Refrigeration Seen Key to Food Cost 
Control by Restaurant Association 


CHICAGO—Use of adequate re- 
frigeration facilities is one of the 
principal ways in which restaurant 
operators can control their food costs, 
according to an article circulated re- 
cently by the National Restaurant 
Association. 

Noting that the problem of food 
costs in the face of increased prices 
is still a crucial one, the article 
pointed out that “if your freezer fa- 
cilities are ample, you'll be able to 
take fuller advantage of good buys 
in meats and produce when they are 
in season,” 

In this connection, the author of 
the article, George J. Poris, food 
merchandising specialist for the 
New York advertising agency, Ben- 
ton & Bowles, Inc., advised operators 
to “watch your refrigerators and 
freezers. Guard against rust, over- 
freezing, and over-crowding that 


prevents proper circulation.” 

Poris cited these other ideas of 
restaurant operators and workers: 

“After our meat is roasted at 350°, 
it is cooled at room temperature, then 
put in the refrigerator overnight. 
This makes meat firm so that it cuts 
evenly on a mechanical slicer.” 

“There’s so much that’s new in the 
way of equipment that helps cut food 
costs, such as . . . ice-making ma- 
chines.” 

“Before portioning our French 
fries, we were losing up to one third 
by careless handling and over-por- 


tioning. We now weigh and bag each 


serving of pre-cooked French fries 
and store them in the refrigerator. 
It not only saves cost, but speeds 
the serving, is more sanitary, and 
allows us to go on using the best 
grade of potatoes that money can 
buy.” 


Retailers Get Priority Rating for Steel, 
Copper, Aluminum Items Sold to Consumers 


WASHINGTON, D. C. — Retailers 
who sell controlled shapes and forms 
of steel, copper, and aluminum to the 
general public have been given a 
W-5 priority rating to help them 
replace their depleted stocks of these 
materials. 

In its order M-89, which estab- 
lishes the new priority rating, the 
National Production Authority spe- 
cifically prohibited retailers who 
maintain service operations from 
using any of the materials they get 
with this priority in their service 
work. The materials thus obtained 
are for resale to the public only. 

Though the priority holds equal 


rating with other priorities, the 
amounts that can be obtained through 
it are trifling. For instance, small 
users are allowed only a maximum 
of $25 per quarter of seamless tubing, 
copper or aluminum bars and rods, 
foil, and wire, and up to $90 worth 
of copper pipe and tubing per quar- 
ter. 

Larger users are permitted to 
order 100% of the steel materials 
and 60% of the copper and aluminum 
materials they purchased in an aver- 
age quarter of 1950. They must also 
purchase substantially the same 
materials that they purchased in 
1950. 


Users of Sherer Refrigerated Display cases make more on sales, 


save on power costs because of these outstanding features . 
ATOMIZED AIR— DIRECTIONAL FLOW — RE-CIRCU- 


LATED AIR. 


Satisfied, happy Customers help Sherer Dealers uncover additional 
sales. Exclusive Sherer features help Sherer Dealers sell. Get on 
Write today for Franchise 
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therefor, unless the motor, motor drive or 
attachments are initially built into the 
basic machine itself, as an integral part 
thereof, in which case the producer's list 
price for the basic machine shall be the 
sale price at which the producer lists the 
machine as an assembled unit. The term 
“metalworking machine’ includes all fix- 
tures, equipment, and tooling which are 
covered by the original purchase order 
and which are required to be delivered 
with the basic machine to make it usable 
in production for the purposes intended. 
It does not include replacements, spare 
parts or equipment, or extra tooling. 

(b) “Product” or “Class B product” 
means one or more of the products listed 
under the same code in the Official CMP 
Class B Product List as such list may be 
from time to time amended. 

Sec. 3. Limitations on applications for 
ratings. No person who uses controlled 


lation or order as provided in the first 
sentence of this section, and is eligible 
under section 3 of this order, he shall 
apply for such rating on Forms NPAF- 
138 and 138A to the National Production 
Authority, Washington 25, D. C., Ref: 
M-41A, 

Sec. 5. Effect on delegations, regula- 
tions, and orders. This order is not in- 
tended to limit applications for ratings 
for metalworking machines except as pro- 
vided in section 3 of this order. Accord- 
ingly, nothing. in this order shall be con- 
strued to limit or supersede any NPA 
delegation, regulation, or order hereto- 
fore or hereafter in effect; or to affect 
the assigning or applying of a rating 
pursuant thereto; or to affect the mak- 
ing of applications for a rating by any 
person eligible therefor to a delegate 
agency or pursuant to an NPA regula- 
tion or order. 


LOOKS 


Take a look at the sleek 
beauty of this new cooler— 
give your customers a look 
at the spacious interior, 
the convenient’ shelving 
arrangements and careful 
construction. Check all the 
newest features—well in- 
sulated doors “slide away” 
at the touch of a finger 
. . » adjustable partitions 


HERE'S ONE 
FOR THE 


SELF CONTAINED 


BOTTLE COOLER 


NEW 
LA CROSSE 


... 3” Fiberglas insulation 
. +. Ya hp. hermetic sealed 
condensing unit . . . room 


for 23'% cases of 12 oz. bottles . . . beautifully finished in black baked 


enamel or stainless steel. 


Take another look and you'll agree—it’s 


today’s finest bottle cooler packed full of the added appeal you always 
get from LA CROSSE THE LEADER. 


WRITE TODAY FOR MORE INFORMATION 


LA CROSSE COOLER Co. 


FACTORY AND GENERAL OFFICES: 2801 LOSEY BLVD. S., LA CROSSE, WIS. 


EXPORT OFFICE: 80 BROAD STREET, NEW YORK CITY 
CABLE ADDRESS: EXIMPORT 
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Materials. 

“Present and Future Prospects of 
Aluminum,’’—John R. Willard, man- 
ager, Sales Development, Aluminum 
Co. of America, New Kensington, Pa. 

“Engineering Aspects of Plastics,” 
William C. Wall, products specialist, 
Polychemical Dept,, E. I. du Pont de 
Nemours & Co., Wilmington, Dela. 

“Comment on the Copper Situa- 
tion,” Milton F. Meissner, associate 
director, Western Brass Mills. 

10 a.m.—Harbor boat trip for the 
women. Walking tour of the French 
Quarter. 

1 p.m.—Welcome Luncheon. Speak- 
er: William H. Fitzpatrick, editor, 
New Orleans’ States. Subject: 
“Government by Treaty.” 

2:30 p.m.—Second Technical Ses- 
sion—Vice President Edward Simons, 
presiding. 

“Boiling Coefficients Outside Hori- 
zontal Plain and Finned Tubes’’—D. 
L. Katz and John S. Myers, Uni- 
versity of Michigan, Ann Arbor, 
Mich. 

“Air Conditioning in the Textile 
Industry”—R. K. Hunter, O. B. 
Long, George Ficken, L. H. Allcorn 
(sponsored by ASRE Technical Com- 
mittee A-9). 

“Hydro-cooling of Fruit and Vege- 
tables’ —R. D. Gerwe, research man- 
ager, Food Machinery and Chemical 
Corp., Lakeland, Fla. 

“Heat Transfer Equipment Analy- 
sis by Resistance Concept”’—Carl F. 
Kayan, head, Dept. of Mechanical 
Engineering, Columbia _ university, 
New York, N. Y. 

2:30 p.m.—Insulation Conference, 
Clifford F. Holske, past president, 
presiding. 

Discussion of Industrial Insulation 
Applications Conducted by Panel of 
Engineers: 

Nils R. Bernz, assistant chief en- 
gineer, Merchants Refrigerating Co., 
New York, N. Y. 

N. H. Breiby, mechanical superin- 
tendent, Oscar Mayer and Co., Madi- 
son, Wis. 

J. V. Grubbs, superintendent, Ala- 
bama State Docks Board, Cold Stor- 
age Dept., Mobile, Ala. 

C. W. Kniffin, assistant director, 
Climatic Laboratories, Eglin Air 
Force Base, Fla. 

E. R. Hallowell, 
Snell Refrigeration Supply, 
Tex. 

Douglas L. McIntyre, consulting 
industrial engineer. (Technical ad- 
visor to the American Society of 
Bakery Engineers) New York, N. Y. 


chief engineer, 
Dallas, 


6:30 p.m.—Cocktail party; Dinner 
in the French Quarter. 


TUESDAY, DEC. 4 


9 a.m.—Registration. 

9:30 a.m.—Third Technical Session, 
Treasurer D. K. Tressler, presiding. 

“Freezing of Fish’—Gustav Lorent- 
zen, director of fisheries, Bergen, 
Norway. 

“Specific and Latent Heats of 
Foods in the Freezing Zone’”—Horace 
E. Staph and W. R. Woolrich, Uni- 
versity of Texas, Austin, Tex. 

“Refrigerator Car Developments” 
by W. T. Pentzer, principal horticul- 
turist and W. H. Redit, mechanical 
engineer, USDA, Beltsville, Md. 

9:30 a.m.—Packaged Air Condi- 
tioner Conference—‘‘A Look Into the 
Future,” W. L. McGrath, chairman; 
P. B. Moore, vice chairman. 

“Growth and Future of Air Condi- 
tioning’—W. B. Henderson, execu- 
tive vice president, Air Conditioning 
and Refrigerating Machinery Asso- 
ciation, Washington, D. C. 

Design requirements of packaged 
air conditioners: 

Room air conditioners—Paul B. 
Moore, development engineer, York 
Corp., York, Pa. 

Self-contained air conditioning 
units—Ralph Gonzalez, Airtemp Div., 
Chrysler Corp., Dayton. 

Residential equipment, W. A. 
Grant, director of research, Carrier 
Corp., Syracuse, N. Y. 

Energy sources for packaged air 
conditioning equipment—G. E. May, 
assistant chief engineer, New Orleans 
Public Service Co. 

6:30 p.m.—Cocktail party. 

7:30 p.m.—“A Night in Old New 
Orleans” (informal costume party). 


WEDNESDAY, DEC. 5 
9:30 a.m.—Fourth Technical Ses- 


sion, Vice President R. C. Jordan, , 


presiding. 

“‘Measurement of Ultra Rapid Tem- 
perature Changes’’—Basil J. Luyet, 
University of St. Louis, St. Louis, 
Mo. 

“Food Sterilization by Atomic 
Energy’—L. E. Brownell, University 
of Michigan, Ann Arbor. 

Presentation of Awards, Wolverine 
and Best Section Paper—A. L. 
Hesselschwerat, Jt., chairman, 
Awards committee. 

“The Calibrated Room Calorimeter 
—Its Construction, Operation, and 
Results”—Fred O. Urban, General 
Electric Co., Bloomfield, N. J. 
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‘ d . Metals Will Be Allocated In First Quarter 
REMA Honors ‘The News ASRE Meeting -- How Metals Will Be Allocated In First Qua 
elie hang a i Bett (Concluded from Page 1, Column 2) oy Alley saan = — Pal ‘eal 
n spectively; for treasurer, Donald K. product (short (short Steel Products Products Products minum 
Tressler; for directors (three years), GROUP I tons) tons) (Ibs.) (Ibs.) (Ibs.) —(Ibs.) (Ibs.) 
Daniel D. Wile, Walter A. Kuenzli — 
Howard H. Peterson, John M. 1: 36213 SMALL HOUSEHOLD ELECTRICAL APPLIANCES: 
bert, and H. C. Diehl; and (for one Base — masasd tse 20,360 574 1,961,922 3,695,835 1,104,393 109,690 11,550,+i4 
year) James R. Hornaday. allotment .......... 10,180 287 980,961 1,293,543 441,757 38,392 4,042,715 
The complete program is as fol- Percentage of base... 50% 50% 50% 35% 40% 35% 3% 
lows: Fourth quarter 1951 
SUNDAY, DEC. 2 ere eee 10,863 445 662,360 1,773,735 713,474 72,463 5,391,.02 
, . 
m.— registration. 35811 WASHERS: 
2 PM.—ARVENCe regunrs Base period ......... 80,412 141 1,222,160 1,983,708 812,738 454,432 14,765,: 6 
2:30-5 p.m. — Women’s get-ac- First quarter 1962 
quainted coffee social. allotment .......... 40,206 71 611,080 «694,298 325,095 159,052 5,168," a9 
9 p.m.—President’s reception. Percentage of base.... 50% 50% 50% 35% 40% 35% 3% 
Fourth quarter 1951 
MONDAY, DEC. 3 issuance ........... 37,929 76 474,692 804,972 487,554 245,655 4,794, 3 
9 a.m.—Registration. 35812 LAUNDRY EQUIPMENT, n.e.c.: 
: 9:30 a.m.—General assembly. Base period ......... 26,748 257 «129,619 +=-:139,247 = - 96,336 «= 32,235 «= 943, 38 
HONORING AIR CONDITIONING & REFRIGERATION NEWS on i resident First quarter 1952 
‘ P : P ‘ : Openings remarks by the P , allotment .......... 13,374 129 64,810 48,737 38,534 11,283 330, 09 
its Silver Anniversary is a scroll carrying the resolution of the Paul B. Christensen. Percentage of base 50% 50% 50% 35% 40% 35% 25% 
board of directors of Refrigeration Equipment Manufacturers Greetings from the Hon. deLesseps Fourth quarter 1951 
Association and presented to Editor and Publisher George F. S. Morrison, mayor of New Orleans. issuance ........... 13,207 293 44,308 96,849 92,551 19,537 322 59 
Taubeneck (left) by W. A. Siegfried (right), president of REMA, Response by J. E. Leininger, chair- 36211 ELECTRIC FANS: 
at the “kickoff'’ breakfast which preceded the opening of the man, New Orleans section. Base period ......... 12,100 359 0 422,815 810,200 5,800 1,785. .74 
recent All-Industry Refrigeration & Air Conditioning Exposition in Welcome to New Orleans by First quarter 1952 
" Chicago. Resolution marked a “tribute to Air Conditioning & Walter Cooke, chairman, convention allotment 6,050 180 0 147,986 324,080 2,030 624 176 
‘ ‘4 , nae ree hate F , Percentage of base.... 50% 50% 0 35% 10% 35% 1% 
Refrigeration News in recognition of 25 years of distinguished committee. Fourth quarter 1951 
service to the industry.” 9:45 a.m.—First Technical Session issuance ........... 5,468 327 © 129,429 551,545 5,561 685.923 
—Low Temperature Symposium, 45952 FARM & HOME FREEZERS 
P President Paul B. Christensen, presid- — Base period ......... 29,772 77 184,794 2,220,616 133,344 15,786 1,147,913 
Machine Tool Order lead a Temperature Application in “a. evcee 14,886 39 92,397 777,216 53,338 5,526 401.770 
$3 dtnen?? Percentage of base.... 50% 50% 50% 35% 10% 35% 25% 
the Field of Lyophilization”’—Thomas Peusth quaster 1608 
(Concluded from Page 1, Column 2) materials, as defined in CMP Regulation J. Lopiccolo, vice president, Bowser issuance ........... 20,925 94 58,449 703,769 130,865 17,197 687.537 
No. 1, i j i 
make such model changes as the freduct is cligible to obtain a vating for echnical Refrigeration, Terryville, 35951 MECHANICAL AND ICE REFRIGERATORS: 
manufacturers are likely to want to a metalworking machine to be used in COMM. ve Base period ......... 247,410 1,393 5,814,639 13,051,757 1,313,521 75,838 22,992,288 
make. the production of such product unless “Low Temperature Facilities at First quarter 1952 ie ie ak th ee en 
- _ either (a) his shipments of such prod- M.I.T.”—S. C. Collins, associate pro- GE. bas sacs see 123,705 . , ’ ’ 04%, 
Following are the pertinent sec uct for the first calendar quarter of 1951 fessor W. C. Nason de R. L. Can- Percentage of base.... 50% 50% 50% 35% 40% 35% 35% 
tions of NPA order M-41A: re ] han h i ae) ee agi i eas Fourth quarter 1951 
were lower than his estimated shipments tt Institut f q 
Section 1. What this order does. This of such product permitted by his author- rca arg ketene 8 —s itute o Issuance ........... 120,773 1,052 1,663,721 5,054,089 1,101,896 60,826 7,707,812 
order sets out certain conditions under ized production schedule, as defined by echnology, mbridge, ass. coo VES -ELECTRIC) : 
which a person who uses controlled ma- CMP Regulation No. 1, for the quarter in “Low Temperature Refrigeration “ae aa “eo = 594,353 a 133,906 66,074 64,945 1,530,088 
terials in the production of a Class B which he applies for a rating; or (b) he at the Lewis Test Laboratory”’—C. Ss. ri > ae isan 9 ’ ’ ’ ° ’ ’ ’ 
product, as defined in section 2 (k) of OWns an existing metalworking machine a G ret quarter 2 186 396,895 26,430 19,231 535,088 
CMP Regulation No. 1, is eligible to ap- | Which can no longer be used for produc- Moore, A. W. Young, and A. G. allotment .......... 47,837 6 262,12 p ’ po ’ 
ply to NPA for ratings for metalworking en 4 his Po. a = the physical Gelalles, National Advisory Commit- ee Ge lly El 50% 50% 50% 35% 10% % 35% 
machines, and outlines in general how Condition of such metalworking machine, i leveland. 
such ratings are obtainable. oe does not and replacement is necessary because age Fen ee, en at SOD ccc vcci nce 52,274 57 506,877 782,606 36,626 42,552 629,266 
affect NPA delegations or actions there- Other metalworking machines are not P ‘ + 36214 DOMESTIC ELECTRIC COOKING STOVES: 
under by delegate agencies, or other NPA available to maintain his estimated ship- the Pratt and Whitney Plant —A. A. Sass petted ......0:: 63,161 1,334 2,891,959 568,279 608,513 15,704 3,407,516 
orders or regulations. ments for the quarter in which he applies Brown, Pratt and Whitney Aircraft, First quarter 1952 
a 2. Definitions. As used in this “ the < aes psa - East Hartford, Conn. allotment .......... 31,580 667 1,445,979 198,898 243,405 5,496 1,192,631 
: ec. 4, Applications for ratings. a “Moi i Percentage of base.... 50% 50% 50% 35% 410% 35% 35% 
(a) ‘Metalworking machine” means any person who desires a rating is eligible oe tg ote om he —— wensth quarter 1951 a Z ‘ 
new, non-portable, power-driven item of to apply for a rating for a metalworking 85F Methylene Chloride Refrigerating issuance ........... 32,053 97 1,834,984 310,791 350,347 = 8,941 1,185,139 
plant equipment which is listed on Ex- machine to a delegate agency, or to apply System’—James H. Shaw, Power 
hibit A of this order and has a pro- therefor pursuant to any NPA regulation pjiy,, Eastman Kodak Co., Rochester, °4637 ALUMINUM ICE CUBE TRAYS: 
ducer’s list price for the basic machine or order other than this order, then he N Y Base period ......... 0 i) 0 0 0 0 5,237,047 
itself of $350 or more. The producer’s shall apply to the appropriate delegate . First quarter 1952 
list price for the basic machine itself agency or shall apply under and in ac- 9:45 a.m.—Domestic Refrigerator allotment .......... 0 r) 0 0 0 0 1,832,966 
means the sale price at which the pro- cordance with the appropriate NPA regu- Engineering Conference—Milton Kal- Percentage of base... . 0 0 0 0 ) 0 35% 
ducer’s catalog or other price publication lation or order. If a person who desires  jgoher presiding Fourth quarter 1951 
lists the basic machine, exclusive of the a rating is not eligible to apply to a dele- a f th U f Alt t ee rrr 0 0 0 0 0 0 1,416,138 
motor, motor drive, or any attachments gate agency or under another NPA regu- Discussion 0 e Use 0 ernate © a 


Metals Allotments - - 


(Concluded from Page 1, Column 5) 


the steel, 54% of the copper, and 
46% of the aluminum used prior to 
the Korean war. But, the amounts 
actually received by different manu- 
facturers varied considerably from 
these percentages, NPA officials ad- 
mitted. 

The agency said that it was joining 
with the Munitions Board and other 
government procurement agencies to 
set up “industry assistance clinics” 
to assist manufacturers hampered by 
low allotments. At these clinics, to 
be held in 20 cities around the coun- 
try, the manufacturers will be intro- 
duced to holders of large prime con- 
tracts and government purchasing 
officials so that the latter can channel 
a larger flow of defense work to 
them. 

NPA officials predicted that larger 
allotments of aluminum might be in 
the offing for the second half of 1952, 
but said there was little chance of 
getting more copper before 1954 at 
the earliest. 


More Coverage on Show. 
Meetings In Later Issue 


More pictures of new products and new 
models featured in the exhibits at the 
All-Industry Refrigeration and Air Con- 
ditioning Exposition will be found in this 
issue, together with reports of the talks 
given at various association meetings 
held during the time of the Show. 

However, additional coverage on ‘he 
Show and the attendant meetings will be 
forthcoming in following issues. 


PLANT MANAGER 


Refrigeration Equipment Manufacturing pla™t 
located in Virginia, requires Plant Manac’” 
with recent strong experience in actu ' 
management of facility engaged in she t 
metal, welding, pipe bending and wooc 
working operations. Plant presently employs 
75 to 100. It is well equipped and hes 
appreciable backlog. Resume should incluc: 
salaries earned in recent years. 


BOX 3869, Air Conditioning & 
Refrigeration News 
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Conlon-Moore Asks 
Dealers Not To Take 
Merkup on Excise Tax 


CHICAGO — Conlon-Moore Corp. 
has announced a pricing plan under 
which dealers will be asked to aver- 
age out the actual amount of the 
newly imposed manufacturers’ excise 
tax to the nearest $5 and add that 
to the current list price of 1951 
mocels rather than take their his- 
torial markup on the tax. 


i. Toussaint, vice president and 
general manager of the firm, an- 
nounced the plan and said that by 
this method the price increase on 
driers and ironers would amount to 
fror: $13 to $15. 

He indicated that only a few units 
wouid actually be affected for the 
company had nearly finished its pro- 
duction run on 1951 models by Nov. 
1 when the tax went into effect. He 
added that prices of 1952 models to 
pe introduced in January would be 
adjusted to cover the tax. 


FREE PHOTO 


Locker Plant Offers Hunter 
Picture of Deer, Self 


NIAGARA FALLS, N. Y.—Niagara 
Falls Food Services, Inc., 227 Tenth 
St., promoted its locker service dur- 
ing the fall deer hunting season with 
a free photo gimmick. 

Hunters who bag deer tradition- 
ally like to have a pictorial record of 
their catch and Niagara Falls Food 
Services had this human weakness in 
mind when it planned its deal. 

Each hunter bringing his deer to 
the locker plant for storage received 
a free photo of himself and his 
quarry. 

And the lucky hunter who brought 
in the deer with the most points got 
a complete job of venison processing. 
All who brought in deer over 250 
Ibs. (woods dressed) also received 
a free job of processing. 

The promotion was launched with 
a newspaper advertisement at the 
beginning of the deer season. 


NLRB Rules Against Union 
At G-E Supply In St. Paul 


WASHINGTON, D. C.—The Na- 
tional Labor Relations Board has 
dismissed a petition filed by the In- 
ternational Brotherhood of Electrical 
Workers, Local 110, AFL, finding 
that the proposed unit of appliance, 
radio, and television service and re- 
pairmen at General Electric Supply 
Corp., St. Paul, Minn., is inappro- 
priate for collective bargaining. 

In dismissing the petition, the 
board stated in part: 

“As the department does not con- 
sist of craft employes and as it has 
been covered by an over-all bargain- 
ing history, the employes herein 
Sought are not severable from the 
broader unit. 

“Nor do the appliance repairmen 
constitute a functionally distinct de- 
partmental unit, as the service de- 
partment includes eight or nine other 
employes who do shop clerical work 
and whom the petitioner does not 
seek to represent.” 


ee 


Airtemp Appointees 


AFTC Will Fight for . 
Fair Trade Legislation 


NEW YORK CITY—The need for 
unity in the fight for restoration of 
effective fair trade laws was stressed 
by speakers addressing the 12th an- 
nual meeting of the American Fair 
Trade Council here recently. 

The point was made that Congress 
has a terrific load of ‘must’ legisla- 
tion facing it when it returns to 
Washington next year and that the 
only way to get serious attention is 
for all pro-fair trade organizations to 
propose a single measure and fight 
for its adoption. J. F. KNOFF, left, was recently appointed 

At present, it was noted, some general sales manager and T. B. HOLLEN- 
groups want the Miller-Tydings Act CAMP, right, national sales manager of 
amended to restore the effect of the Airtemp Div. of Chrysler Corp. 
non-signer clause which requires all 
retailers in a community to main- 
tain fair trade prices even if only 
a few have actually signed fair trade 
agreements. 

Others want a complete new fair 
trade law separate from the Miller- CHICAGO — Area householders 
Tydings Act. And still others would were offered a $25 Thanksgiving 
amend the Federal Trade Commission inner free with the purchase of a 
Act to except the non-signer provi- (Coldspot freezer. 
sions in state fair trade laws from According to a newspaper adver- 
attacks as unlawful or unfair under tisement run by Sears, Roebuck & 
the Federal anti-trust laws. Co., the dinner included a family- 


size turkey and 27 packages of Birds 
Firm Seeks Court Rule 


Freezer Buyers Offered Free 
Thanksgiving Dinner 


Eye frozen foods (three packages 
each of broccoli spears, asparagus 
spears, cooked squash, peas, French 


On What Constitutes beans, strawberries, peaches, rasp- 
; berries, and green shrimp). 

H H “You Pay Nothing for Your 

Service Price Increase Thanksgiving Dinner” was the head- 


line of the advertisement which pic- 
WASHINGTON, D. C.—What con-_ tured the 7.6 and 9.2-cu. ft. Coldspot 
stitutes a general price increase freezers, priced at $259.95 and 
under section 12 of Ceiling Price $299.95, respectively. 
Regulation 34, which covers the serv- 
ice trades? 


That is the question that the u. s. Wilson Sees More Plants 


Emergency Court of Appeals has 
been asked to decide by Abraham 
and Jerome Fast who operate the Changing to Defense Work 
Metered Appliance Co. in New York 
City. WASHINGTON, D. C.—With pro- 
The New York district office of the duction of refrigerators, washing ma- 
Office of Price Stabilization contends chines, and other consumer durable 
that the Fasts increased their goods cut to about half the peak 
charges for use of metered automatic levels of 1950, these industries may 
washers, driers, and extractors in now be open to suggestions that they 
New York area apartment houses’ convert some of their plants to mili- 
last spring to rates higher than they tary production, Charles E. Wilson, 
had charged during their base defense mobilizer, declared at a re- 
period. cent National Security Resources 
The Fasts claim that these in- Board conference. 
creases were only part of a general Wilson stated that “there will not 
increase that they had inaugurated be so many new plants built from 
during the base period, but had not here on out.”’ He indicated that the 
been able to put into effect in all government will put greater em- 
cases then because of long term _ phasis on converting plants already 
contracts. The landlords were in- _ built to defense production. 
formed last fall that their rates The government’s plant dispersal 
would go up when the contracts ex- program, he said, does not contem- 
pired, the Fasts said. plate setting up plants in remote 
OPS has asked that the case be’ areas far from labor supply and com- 
dismissed on technical grounds, but munity facilities. Instead, it calls for 
the Fasts oppose the dismissal in an locating new plants throughout mar- 
effort to get a judicial decision on keting areas rather than concentrat- 
the question. ing them in big cities. 


Stratosphere Flights Force Quartermaster To Use 
Test Chambers Capable of Approaching -100° F. 


“Recent events have indicated that 
the -70° F. produced during World 


CHICAGO—Minus 70° F. may be 
quite cold enough for the average 
U. S. soldier and airman, to say War II for food testing was not 
nothing of the average citizen. But cold enough for the Quartermaster 
for the Food and Container Insti- Corps, which tests food and food 
tute of the Quartermaster Corps in packaging for the armed forces,” de- 
Chicago that low temperature was_ clares John R. Hertzler, vice presi- 
discovered to be too warm. dent of York Corp. He told of a new 

—® test facility designed by his com- 
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OU CAN’T BEAT 
THE VICTOR 


Ks 
< 


For information write: 


i= — 


“MANUFACTURERS OF THE FAMOUS VICTOR QUICKFREEZE 


~ 


pany which is employed by the 
Quartermaster primarily for testing 
the suitability of food containers 
under varied conditions. 

“The new postwar standard for 


eo FINE LINE "| cold test chambers now appears to 
of approach -100° F.,” he said. 
BEVERAGE 


; ‘ Within the past few months the 
COOLERS © 


Quartermaster’s new system has 
Fast, efficient cooling 


been subjected to a series of test 
The work-horse of 


runs where temperatures “consider- 
ably below -100°” have been pro- 
beverage coolers 


duced, it was stated. 


NPA Says Copper, Brass, Zinc 
Will Be In Short Supply 


WASHINGTON, D. C.—The Na- 
tional Production Authority recently 
gave this resume of the copper, brass, 
and zine supply situation: 
ist The copper situation is very tight 


Sizes: 12, 22 and 32 case capacities 
with self-contained units. 
17, 27 and 37 case capacities 
for remote installation. 


and will remain tight for four or 
five years. 
Zinc is also in short supply. 
Ammunition is taking a larger pro- 
portion of brass mill production. 
The copper scrap shortage is cri- 
tical and will probably affect the 
first-quarter 1952 allocations. 


may be the leateal — 


DISTRIBUTOR 
we are looking for! 
TRANSPORT 


REFRIGERATION 


offers outstanding profit opportunities. 
Get the Facts. Write or wire TODAY! 


you 


e Lighter in Weight 
e Easier to Install 

e Simpler to Service 

e Standard Parts Anywhere 
e Cost Less to Operate 

e Cost Less to Maintain 

e Engineered to Do the Job! 


and you, too, will standardize | 
on ALLEN COOLERS | 
for Transport Refrigeration : 


The combined engineering talents of refrig- 
eration men and transport men have made 
Allen Cooler units efficient and economical 
beyond previous standards. If you handle 
perishables or frozen foods you know the 
“reefer” problems. Drop us a note or postal 
and we'll send you Allen Cooler specifica- 
tions. Do it now. It can mean a lot to you. 


q 


INTERIOR 
Compact, space-saving design 
marks the in-trailer unit of the 
Allen Cooler. Sturdy guardrails 
protect unit from load and load 
from unit. 


EXTERIOR 
Sturdy, good-looking, stream- 
lined units built to take the 
rough weather and rough going 
of truck transport. Easy visibility 
dials and handy controls. 


ALLEN COOLER DIVISION 
Production Planning Company 
714 United Artists Building + Detroit 26, Mich. 


ILLEN 
COOLER 


@ Plant at Richmond, Michigan © 
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[oY GEORGE F. TAUBENECK 


(Concluded from Page 1, Column 1) 


America. I approve of them. I’d 
rather not go into detail.” 

L. C. McKesson, vice president in 
charge of sales, Ansul, Menominee, 
Mich.: “No, I don’t think they’re 
immoral. The contests have enabled 
girls to go on to success and they 
would not have had opportunity to 
reach that success otherwise. And 
besides, I’m young. Don’t let this 
grey hair fool you.” 

George E. Mills, REMA executive, 
Washington, D. C.: “With the excep- 
tion of a few companies which ex- 
ploit beauty contestants, I think a 
contest is a fine idea. You can’t 
blame immorality on a beauty con- 
test. If a girl is going to be im- 
moral, she’s going to be immoral. 
It’s nice to see young people win.” 


Philosophy of the Week 


“No man can make his opportunity. 
He can only make use of such op- 
portunities as occur.’—ADMIRAL FOoR- 
REST P. SHERMAN. 
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“The wise traveler, the self-indulg- 
ent and happy one, is he who never 
looks at his timetable and hides his 
watch.”—JOHN MASON BROWN. 


“Adventure is never anywhere un- 
less we make it. Chance releases it; 
some unexpected incidence of little 


~ UPRIGHT 


MANITOWOC 


Model 18-5 
18%, cu. ft. 
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Advanced Upright Design * Separate 
Compartments ® Cold-Hold Inner Doors 
Therma-Seal Protection ® Needs Only 
29%, x 36 in. of Floor Space 
Fiberglas Insulation 


Ten eu. ft. 
of self-defrosting 
refrigerator 
Ten cu. ft. of 
budget-wise freezer 


All In One 
Beautiful Cabinet! 


Gentlemen: 
Please rush me all the facts on your Sub-Zero 
freezers and the new Ten-ten combination. 


| \cstiiaaltalbaieiatainhciabeanestimns eitidiacddemiulinatines 
1 Distributor 0 Dealer A-ll 


MANITOWOC EQUIPMENT WORKS 


Division of Manitowoc Shipbuilding | 


Manitowoc, Wisconsin 


things . . . if we are not ready for 
it then it is not there.’”—H. M. ToM- 
LINSON. 


“General Motors Corp. has found 
that when it takes a worker more 
than 45 minutes to travel to his job, 
he becomes a problem. He is more 
irritable, hurried in his work towards 
the end of his shift, and is generally 
difficult.”"—-Employe Relations Bulle- 
tin. 


“American business is being 
harassed, bled, and even blackjacked 
under a preposterous crazy-quilt sys- 
tem of laws, many of which are un- 
intelligible, unenforceable, and un- 
fair.’”—-LOWELL MASON, Federal Trade 
Commission. 


“A child can ask a_ thousand 
questions that the wisest man cannot 
answer.”’—JACOB ABBOTT. 


Salute to Ray 


The entire nation was’ shocked 
when both parents of 11 minor 
children were killed in an automobile 
accident near Detroit. Many offers 
of assistance have arrived, but the 
most substantial came from Ray 
Herrick, philanthropic president of 
Tecumseh. 

Ray sent a check for $1,000, and 
said he would continue to give more 
as long as the family stays together. 


Progress In Washington 


Representative Arthur L. Miller of 
Nebraska, who is a distinguished 
physician and surgeon as well as a 
lawmaker (despite his two artificial 
legs) has this to say about the com- 
plexity of bureaucratic controls. 

“Lincoln’s Gettysburg address con- 
tains 266 words. 

“The Ten Commandments contain 
294 words. 

“The Declaration of Independence 
contains about 1,500 words. 

“The OPS regulation establishing 
prices for cabbages contains 26,911 
words.” 


Press Release from the Office 
Of Price Stabilization 


“Detailed recommendations for the 
provisions of a tailored regulation 
for their industry were made by 
members of the tight cooperage in- 
dustry advisory committee at their 
second meeting with OPS officials.” 


We don’t blame them for getting 
tight. 


Cycles Again 


Existence of what may prove to 
be an identical 37-year cycle in vari- 
ous seemingly unrelated phenomena 
—ranging from wheat and cotton 
prices to the frequency of sunspots 
and the growth of Arizona pine trees 
—has been reported in a_ special 
study by the Foundation for the 
Study of Cycles. 


On the basis of research extending 
as far back into history as 1,500 
years, this observed cycle appears in 
a dozen widely divergent phenomena 
which include variation in the length 
of time between sunspot maxima, the 
frequency of the aurora borealis, the 
growth of the Arizona pines, the 
abundance of lynx, wheat prices 
since 1265 A.D., cotton prices since 
1731, common stock prices dating to 
1831, the recurrence of Chinese earth- 
quakes, floods of the River Nile, tem- 
peratures at New Haven, Conn., and 
severe winters in Europe. 


“It would be almost impossible to 
find a cycle of the same length exist- 


ing in solar phenomena, aurora 
.) 
NEW @r000-Hlo’ 
-_— 
HEAVY-DUTY ~ 
DRIER-FILTER i 


THE MOST 
EFFICIENT EVER MADE! 


Now 100% improved —and 100% 
foolproof with new fiberglas depth 
filter for increased filtering ca- 
pacity — and new MOLDED Rem- 
cal Drying agent for increased 
moisture-absorbing capacity and 
improved efficiency. Also with 
silica gel. Capacities 1-1/2 thru 
5 tons. Send for descriptive folder. 


INCORPORATED 
ZELIENOPLE, PA. 


REMC 


barealis, weather, earthquakes, floods, 
tree rings, and prices—in some in- 
stances for more than 1,000 years— 
as a result of random forces,’ Mr. 
Edward R. Dewey, director of the 
foundation, points out. 

“This cycle is particularly interest- 
ing because it seems to be present on 
the sun as well as on the earth, thus 
indicating the possibility of some as- 
tronomical cause. As yet no one 
knows what this cause might be.” 

Mr. Dewey insists that we must 
know more about this cycle if we are 
fully to understand the phenomena 
in which it exists, and if we are to 
predict the future behavior of such 
phenomena. 

No doubt. Travel at your own risk. 


Notes from Abroad 


One answer to obsolete plumbing 
in not-so-jolly old Britain is the 
motorized bathtub service now avail- 
able to residents of Southall in 
southern England. Families which 
lack bathing facilities inside their 
homes may requisition doorstep de- 
livery of a tubful of hot water. 

A simple call to Health Depart- 
ment will bring a small truck 
equipped with a zinc bathtub on 
wheels, several yards of rubber tub- 
ing, a 20-gallon tank of hot water 
and a pump. 

The tub is wheeled into the house 
and hot water pumped into it from 
the car. 


“‘The essence of communism,’ 
theorized a Labor Party debater, ‘is 
to divide up with your neighbor.’ 

“‘Not at all,’ corrected a trained 
Communist. ‘The essence of commu- 
nism is to make your neighbor di- 
vide up with you.’ ”—Tid-bits, Lon- 
don. 

“Martin says he can’t live on his 
salary,’ a department head reported 
to the proprietor. 

“‘That’s nothing,’ the proprietor 
answered. ‘Nobody can, but every- 
body does.’”’—Voice Writing (To- 
ronto). 


A young journalist questioned 
George Bernard Shaw about the fun- 
damental motives of good playwrit- 
ing. 

Shaw summed up: 

“Act I. The man asks, 
love me?’ 

“The girl replies, ‘I adore you.’ 

“Act II. The man asks, ‘Do you 
love me?’ 

“The girl replies, ‘I adore you.’ 

“Act III. He asks, ‘Do you love 
me?’ 

“She replies, ‘I adore you.’ 

“But what does the plot consist 
of, sir?” stammered the reporter. 

“The plot? Simple. The woman 
never changes in the three acts of 
any human comedy, but in each act 
there is a _ different man.” — La 
Femme et la Vie, Paris. 


‘Do you 


Electricity Is Like Air 


Civilization depends on electrical 
power almost as much as on the air 
that is breathed, Titus G. Le Clair, 
president of the American Institute 
of Electrical Engineering, declares. 

Mr. Le Clair, chief electrical en- 
gineer of Chicago’s Commonwealth 
Edison Co., avers that much of the 
gigantic stature of the industrial age 
can be attributed to low-cost elec- 
trical power. 

In the last 30 years the amount 
of electrical power used by each 
worker has quadrupled, he states. 
Last year the average worker in in- 
dustry used about 13,000 kilowatt- 
hours—equivalent to the physical 
energy of 100 men working 40 hours 
a week for a year. 

“From automobiles to hearing aids, 
and from are furnaces to television, 
electrical engineering and _ electric 
power are the essence of our modern 
standard of living and of the eco- 
nomic strength of our country,” he 
insists. 

No argument. 


AUTOMATIC 
ICE FLAKE MACHINES 


— NO GADGETS — 
MODEL L-250 LIST PRICE $795 
FITS UNDER ANY BAR 
MAKES 250 LBS. A DAY 
MODEL L-600 LIST PRICE $1,375 
MAKES 600 LBS. A DAY 
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COMMERCIAL REFRIGERATION EQUIPMENT 
2524 27th Avenue South, Minneapolis, Minn. 
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HEAT PUMP, manufactured by Acme Industries, Inc., provides 


year-round air conditioning for the home. 


Under the name of 


Flow-Temp, Acme will make the units in sizes from 2 to 15 hp. 
lo 


OPS Ceiling Prices 
Set on Westinghouse 
Electrical Housewares 


WASHINGTON, D. C.— Ceiling 
prices on a number of Westinghouse 
electrical housewares were announced 
recently by the Office of Price Sta- 
bilization. 

Contained in special order 442, 
they are as follows: 

Product Ceiling Price 
Pg a: rere eee $39.95 
Broiler grid for roaster RG-91.. 
Roaster cabinet RC-611 & RC-61 18.95 
Timer clock for roaster TC-81.. 10.95 
po By ey rae 39.50 


Food grinder FG-91 ........... 7.50 
Irons ID-513, ID-514, ID ...... 12.95 
Irons IPC-941, IPC-94-L ........ 10.95 
BNO DEE Rida Gerke 44 cceaneas 8.95 
Waffle baker WB-501 .......... 24.95 
Waffle baker WB-503 .......... 16.95 
Popup toaster TO-501 .......... 22.95 
Coffee maker CM-81 .......... 32.95 
Coffee maker PG-44-A ......... 18.95 
oo eee eee cee 14.95 
Hot Pinte FAP“O1S «05. cession 17.95 
Cozy Glow ZR-44-A ........... 8.95 
Adjust-O-Matic sandwich grill 

NE Si nditksls wecaue ee wens cen 17.95 
Waffle grids SGW-502 and 

i , BERET Ee ere 2.95 
Warming pads WP-501 and 

Lg Teeter reer ee eee 7.45 


Mitchell ’52 Line-- 


(Concluded from Page 1) 
position, state Mitchell engineers, the 
unit becomes a giant dehumidifier, 
the air being so handled as to take 
out the maximum moisture. 

4. “Exhaust.” Maximum capacity 
exhaust cycle (200 c.f.m.). 

5. “Ventilate.” Introduction of out- 
side air. 

6. “Ventilate and cool.” Providing 
cooling and introduction of outside 
air. 

Other features in the new line in- 
clude the _ previously introduced 
“Dyna-Cooling” principle, a special 
arrangement of the evaporator design 
to provide maximum cooling effect; 
and the Mitchell directional louver 
arrangement, which permits air dis- 


tribution in multiple directions, or 
concentrated in one direction, as 
desired. 


The new models were introduced at 
a sales meeting early in November, 
attended by sales_ representatives 
from all 48 states, and called “the 
most successful meeting in the com- 
pany’s history.” 

The sales meeting was highlighted 
by a sound film produced by Mitchell 
titled "-~ Midsummer Night’s 
Dream.” The film was prepared to 
demonstrate the company’s new line 
of room air conditioners and to offer 
dealers and distributors new and 
valuable tips on sales techniques. 

Outlined during the meeting was 
Mitchell’s sales promotion program, 
said to be the most comprehensive 
ever planned by the company. The 
program includes heavy concentra- 


tion on newspaper, magazine, radio, 4 
and television advertising as well as / 


extensive direct mail and point of 
purchase material. 


vw 


Acme Heat Pump-- 


(Concluded from Page 1) 


heat absorbed from the air through 
the evaporation of a refrigerant gas, 
“Freon.” When the refrigerant vapor 
is compressed, it releases heat which 
is circulated through the house. 

For summer operation, the cycle is 
reversed, by means of a completely 
automatic valve. The Flow-Temp 
heat pump then takes heat and mois- 
ture out of the inside air and dis- 
charges it outdoors. 

The chief advantage to the home- 
owner is the fine system of year- 
round air conditioning that is pro- 
duced. In addition, there is no soot, 
grime, or dust from the combustion 
of the conventional fuels. Instead 
the heat provided is clean and flame- 
less. 

The unit will assure dust and 
pollen filtration and will control the 
content of moisture in the air. The 
cost of operation is about the same 
as for present heating and cooling 
equipment. Acme is producing several 
sizes of Flow-Temp heat pumps 
from 2 to 15 hp. 


Cory Dishwasher Retail 
Price Raised to $99.50 


CHICAGO — Shipments of Cory 
Corp.’s model MDW electric dish- 
washer made on and after Nov. 1 are 
being billed to distributors on the 
basis of a retail price of $99.50, in- 
cluding the new excise tax. Former 
price was $97.50. 

Part of the increase due to the tax 
is being absorbed by Cory, a com- 
pany spokesman said. He added that 
wholesalers and retailers will receive 
their present markup. 
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LARKIN HALF-TURRET HUMI-TEMP 


Efficient operation makes a product 
easier to sell on one hand; builds 
solid customer satisfaction on the 
other. Precision engineering—only 
the. best materials—skilled crafts- 
manship—and almost 25 years ex- 
perience in commercial and indus- 
trial refrigeration—all add up to 
higher efficiency for every Larkin 
product. And this means lower 
operating costs — important to 
buyer and seller alike. 


* 
Manufacturers of the original Cross-Fin 
Coil — Humi-Temp Units — Evaporative 
and Air Cooled Condensers — Air 
Conditioning Units and Coils —Direct Ex- 
pansion Water Coolers — Steel Vacuum 
Plate Coils — Heat Exchangers. @ 
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What’s ‘Right’ and ‘Wrong’ In Sales Contests 


Frank Stella Tells NCRSA Factors In Determining Theme, Length, 


Objectives, and Prizes To Assure Best Results for Personnel 


CHICAGO—How commercial re- 
frigeration distributors can set up 
sal.s contests for salesmen so that 
the contests provide a real increase 
in sales for the company was de- 
scr bed by Frank D. Stella of the 
F. ). Stella Products Co. of Detroit. 

‘ peaking on a sales training panel 
at he fifth annual convention of the 
Ne ional Commercial Refrigerator 
Sa os Association held here recently, 
Ste\la outlined the motives that move 
salsmen to_ participate whole- 
hec:'tedly, what the management 
should consider in planning a con- 
test, What the contest plan should 
do, and how to stimulate the en- 
thusiasm of “average” salesmen. 

Stella, who was elected president 
of the association at the convention, 
sta'ed, “For a salesman to reach any 
goal, there must be a plan. 


RECOGNIZE COMPANY’S 
OBLIGATION IN THE PLAN 


“This plan should contain not only 
the material the salesman should 
know, such as knowing his product, 
knowing his market, how to qualify 
his prospect, and best methods of 
closing sales, but should include the 
company’s obligation to the salesman 
as well as a program to promote in- 
centives to aid the salesman in the 
procurement of added sales. 

“Second to our plan of profit 
sharing, the best sales incentives 
that we employ in our organization 
are the sales contests and drives. 

“However, there is a wide differ- 
ence of opinion among our sales 
supervisors on the question of sales 
contests. Some oppose them strongly 
on the grounds that they are relics 
of the high pressure days and that 
they destroy customer goodwill. 

“Others admit they may have 
merit in motivating salesmen. Thus, 
it is imperative for the sales execu- 
tive in planning activities intended 
to motivate salesmen to consider 
their desires and ambitions. 

“Salesmen want to be ‘somebody!’ 
They may have the ambition to be 


Advertisement 


a sales manager or a supervisor or 
even president of the company. 

“They want recognition, a pat on 
the back for their efforts. 

“They have pride, satisfaction in 
a job well done. 

“They want appreciation and work 
better when the boss has his eye on 
them. 

“They like competition, to pit their 
skill against other salesmen. 


CONSIDER THESE FIRST 


“Before planning a sales contest, 
the sales manager should consider 
the following: 

“1. Ask yourself ‘Why start a 
contest ?’ 

“2. Consider carefully how long it 
should be. 

“3. Develop a motivating central 
theme. 

“4, Bring the wives, girl friends, 
or family into the picture. 

“5. Make the prize worth while. 

“6. Merchandise is better than 
cash. 

“7, Provide for a whirlwind finish. 

“Properly used, a sales contest not 
only pays, it can be one of the 
most profitable devices for future 
selling. Improperly used, it is a sheer 
waste of money. 

“Properly presented, it gives sales- 
men the urge to go out and exert 
themselves to the limit. Improperly 
presented, it makes them resentful of 
an arrangement which is trying to 
prod them from behind. 


WHAT WILL IT DO 
FOR SALESMEN? 


“The first yardstick that must be 
used in determining whether to have 
a sales contest is: What will it do 
for the salesmen, besides providing 
an urge for them to strive for ‘plus 
business?’ If the plan is right, a 
constructive program should: 

“1. Show the salesman what he 
should be. 

“2. Show him what he_ should 
know. 

“3. Show him what he should do. 


“4. And help him do it. 

“The last objective is particularly 
important because it is seldom recog- 
nized in sales planning. We are all 
inclined to tell our salesmen and our 
dealers what they must do to get 
business, but we need to“go a step 
further and show them how to get it. 

“It is important to equalize the 
sales contest. The conception of a 
sales contest at one time was a com- 
petition in which the man who got 
the most business during the period 
of the contest won a watch. 

“But that practice had one great 
fault—the same man or men won 
most of the watches, and the average 
salesmen, who comprise about 80% 
of the organization, quickly lost 
interest. They wouldn't even try to 
win, and most of them had a watch. 


‘TAIL-ENDERS’ NEED 
INCENTIVE 


“Since it is more important to 
stimulate the tail-enders than the 
few top men, sales supervisors hit 
upon the idea of handicapping sales- 
men having the above average terri- 
tories, so as to give the less fortunate 
a break. 

“The sales task was developed, 
each man given a definite task, and 
the prizes went to those who suc- 
ceeded in showing the highest per- 
centage of increase. This, frankly, is 
the most logical method of equaliz- 
ing a contest so as to permit your 
tail-ender to enjoy the recognition 
and prize due him as the average 
salesman. 


CASH OR MERCHANDISE 
FOR PRIZES? 


“As to the question what is best, 
‘cash’ or merchandise, money doesn’t 
mean everything to a salesman if he 
is of top-notch calibre. Many of them 
will work twice as hard to win a 
davenport or an automatic washer 
which their wives or families have 
selected from a prize catalog, as they 
will for a check for themselves. 


To Guide Destinies of NCRSA 


NEW OFFICERS AND DIRECTORS elected at the recent convention of the National Commercial 
Refrigerator Sales Association are (seated, left to right): S. G. Taylor, Des Moines, treasurer; 
1. W. Shell, Chicago, first vice president; Frank D. Stella, Detroit, president; Barnett Berch, 
Long Island City, second vice president; (standing) directors Harry A. Hattenbach, Cleveland; 
George F. Wiedemer, Rochester, N. Y.; Ward Soanes, Buffalo; and R. J. Wischusen, Jersey 


Director Walter Harned, Wichita, 


City. 


was not 


present when picture was taken. 


“One of our salesmen has fully 
clothed himself and his wife with 
tailored suits, including all acces- 
sories for the year from _ contest 
prizes. It is my feeling that merchan- 
dise is better than money as a re- 
ward for constructive achievement. 

“When you set up a prize appro- 
priation it will go further in mer- 
chandise, which you can purchase 
wholesale, than it will go if paid to 
the salesman in cash. 

“However, if you ask nine out of 
10 salesmen which they prefer, they 
will tell you money. Usually they'll 
use the money to buy the very things 
that can be found in any good prize 
book. 

“One reason some contests built 
around merchandise backfire is that 
the prizes are of poor quality or 
there are too many substitutions. 
This was true especially during the 
last war. 

“To overcome this and still not pay 
cash, we issued certificates to the 
salesmen, which were called ‘Good 
Time’ Certificates. These certificates 
can be cashed at the annual sales 
convention sponsored by the distrib- 
utors, where the money can be ap- 


plied toward special entertainment 
during the several evenings in the 
strange city, such as night clubs, 
shows, etc. 

“There is a certain psychological 
advantage in the idea, since all sales- 
men love a good time and, in theory 
at least, are willing to work a little 
harder to get money for that purpose. 

“There is a current trend toward 
making competitive activities con- 
tinuous. Instead of having one or two 
contests a year, an all-year program 
of contests is set up and executed 
so that there will be a continuous 
effort behind sales instead of an occa- 
sional push. 


VARIETY IN CONTESTS 
KEEPS INTEREST 


“The argument that one contest 
after another dulls interest does not 
seem to be borne out by experience, 
any more than having a quota for 
every month of the year. It is, how- 
ever, important that there be a 
variety to the competition so that 
new interest will be added. 

“It is recommended that the type 
of contest or drive change every 
month or at least every two months.” 
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NOLIN REFRIGERATION EXHIBIT STEALS 
SHOW AT CHICAGO EXPOSITION 


Tremendous Crowds 


See Newest Models 


CHICAGO, Ill.—Thousands of interested 
dealers and manufacturers crowded the 
NOLIN booth during the four days of the 

: recent All-Industry 
: Exposition at Chi- 
cago’s Navy Pier. 
They saw on display 
the newest eye-catch- 
ing models in the 
Commercial Refrig- 
eration field, built 
and shown by 
NOLIN MANUFAC- 
TURING COMPANY 
of Montgomery, Ala- 
bama. A. C. Nolin, 
President, personally 
greeted as many as 
possible of those see- 
ing Booth 513. Sou- 
venirs were distrib- 
uted to the lucky persons who attended 
before the supply was exhausted. 

On display were three powerful sales 
refrigerators: the ‘‘Moisturizer’’ Produce 
anc Dairy Products case, the 4-foot All 
Purpose Dry Beverage Cooler (Remote), 
and the 6-foot Self Contained Dry Bever- 
age Cooler. 


PEO: Gls PRS 


‘Moisturizer’ Vegetable Case 
Acclaimed Finest at Show 


. Phe Sensation of the Show was the 
Moisturizer’, a closed type vegetable and 
fru't case, equally adaptable for dairy- 
A comme Products, as well as 
other uses,"" said A. 
J. Edmundson, Gen- 
eral Sales Manager 
for Nolin Manufac- 
turing Company. 
“Dealers and manu- 
facturers alike com- 
mented excitedly on 
- the well-proportioned 
lines, the beautiful 
* exterior and interior 
finish, and the sturdy 


case."’ 

High gloss Baked 
Enamel ““DULUX"’ on 
; aluminum, the gleam- 
in’ white finish sparkled like the enthu- 
Sism of the spectators. The exclusive 

-olsturizer"’ coils, which create and con- 
tr humidity right in the case, drew 
©o oment and praise. Careful craftsmanship 
a ‘ a flawless exterior were recognized as 
in“icative of the performance that could 
be expected of the ‘‘Moisturizer’’. 


; construction of the, 


NOLIN MANUFACTURING CO. 


sean 


st) 


errr 


Surging crowds constantly pressed in to see the ‘‘Moisturizer" Refrigerated Case and the 
Dry Beverage Coolers, making Booth 513 the most well-attended in the entire All-Industry 
Exposition. Shown above, dealers crowd into the booth to observe the NOLIN refrigerated cases. 


‘Moisturizer’ Proves 
Definite Sensation 


Enthusiasm mounted as dealer after 
dealer eagerly examined the ‘‘Moisturizer’’, 
and recognized the possibilities of this 
outstanding Refrigerated Case. A real 
profit-maker for the merchant, the ‘‘Moist- 
urizer"’ is easily sold by actual demonstra- 
tion of its capabilities. Built to out- 
perform any case on the market, the 
‘‘Moisturizer" has proved in actual test it 
will keep produce in salable condition 
longer than any competitive case on the 
market! 


This case is made in two models, the 8- 
foot and 10-foot lengths. Both have been 
extremely popular sellers all over the 


country. As more and more grocers see 
the advantage of closed-case performance, 
the demand rises, and progressive dealers 
are adding the ‘‘Moisturizer’’ to their 
present line to supply the many requests 
they receive. 


Nolin Beverage Cooler 


Leads Nationwide Trend 


Nolin, who first saw the advantages in 
and originated the dry Beverage Cooler, 
displayed two new models which clearly 
indicated their continued leadership in the 
field. The 4-foot cooler, only model this 
size on the market, displayed amazing 


versatility, plus outstanding beauty. Now 
designed as an ‘‘All-Purpose’’ Cooler, the 
‘Freez O Rific’’ line does many related 
jobs. Handles frozen chickens, meats, 
fruits and any item that demands a cold 
dry temperature, in addition to beer and 
soft drinks. 


Self Contained Beverage 
Cooler Wins Applause 


For space saving and convenience of 
operation, the ‘‘Freez O Rific’’ line includes 
a Self Contained Dry Beverage Cooler in 
the 4, 6, 8, and 10-foot models. Made in 


DEALERS ATTENTION! 


Franchises are still available in 
many areas! To meet the national de- 
mand, Nolin is establishing dealerships 
in many areas not previously covered. 
If you are a Refrigeration Dealer, it 
will pay you to contact Nolin and 
investigate immediately! Free litera- 
ture on’ request. 


NOLIN 


MANUFACTURING CO. 


1100 MADISON Phone 3-4454 


P.O. Box 1990 
MONTGOMERY, ALA. 


high baked gray hammeroc finish enamel, 
the “Freez O Rific’’ fits into any color 
scheme. And for extra fast freezing, the 
sensational ‘‘Freez O Rific’’ Circulator can 
be switched on, to provide speedy chilling 
when needed. The ‘Freez O Rific’’ All- 
Purpose Dry Beverage Cooler is the finest 
and most attractive cooler on the market 
today. 


* * * 


Free Literature on All 
Models. 
Nolin Mfg. Co., Montgomery 


Write or Wire 


COMMENTS 
Heard Around the Booth 


‘“‘Most beautiful and versatile case I've 
seen!'’—Dealer, Detroit. 


“Outperforms any competitive display 
case on the market!’’—Dealer, Florida. 


It's what my cus- 
wanting !'’—Dealer, 


“Send me a carload. 
tomers have been 
Texas. 


“Give me some literature, and I'll have 
orders waiting when you get back to the 
factory.''"—Dealer, Illinois. 


‘“‘Where have you been hiding this job? 
This, I can sell!’’—Dealer, Michigan. 


* * * 


Remember This ? 


Over 5,000 of these souvenir “Little 
David"’ cast aluminum Sling Shots were 
given away to visitors to the Nolin Booth. 
If you didn’t get yours, write for it on 
your company letterhead, or send business 
card. You'll get one free by return mail! 
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Room Cooler Service Problems 


Confronted with Problems Too Simple To List In Service Manuals, Servicemen 
Learn How To Cope with Such Things as Excessive Noise, Low Voltage 


CHICAGO—Service problems on 
window conditioners—‘“the kind that 
aren’t listed in the service manuals, 
perhaps because they’re considered 
too simple to list’—were outlined at 
the 14th annual convention of RSES 
here by Joseph Askin, chief engineer 
of Techniflex Corp. 

Excessive noise, alleged low capac- 
ity, low voltage, blown fuses, appar- 
ent short cycling, and clogged filters 
were among the topics Askin dis- 
cussed. 

He emphasized, though, that “win- 
dow conditioners are probably the 
most reliable refrigeration unit as- 
sembly that’s put on the market. 
Actually, this type of unit is ex- 
tremely reliable. 

“Occasionally you will get a com- 
plaint of low capacity,” he told the 
servicemen. “If the customer has a 
14-hp. unit, he should expect to get 
6,000 B.t.u. per hour. If it’s a %-hp. 
machine, the customer expects 9,000 
B.t.u. 

“Now if the unit actually isn’t up 
to capacity, there’s nothing the serv- 
iceman can do about it. Tests have 
shown,” he said, “that some units 
are considerably under their rated 
capacity. However, it’s very difficult 
to get full capacity from a unit in 
the field, especially on capillary tube 
systems. 

“But this is not always the manu- 
facturer’s fault. Some customers ex- 
pect to cool their whole house with 
a %-hp. window unit when the house 
actually needs a 3-ton system. 

“There was one serviceman I 
know of who installed an exhaust 
fan in the bedroom of a house to 
suck air from the living room where 
the window unit was installed.” 

Askin cited another instance where 
an alert serviceman worked out a 
solution for a low-capacity complaint. 
He asked the somewhat elderly lady 
owner if he might rearrange the 
furniture slightly in her apartment. 
When she agreed, Askin said, the 
man moved the lady’s favorite chair 
so she’d be in the direct line of the 
air stream from the unit. She was 
completely satisfied after this. 

“The opposite complaint of ‘too 
high velocity’ is sometimes received 


from offices using window units,” 
Askin pointed out. “If the unit is 
equipped with adjustable louvers, the 
solution here is simple. Merely adjust 
the louvers to change the direction 
of air flow. 

“Then there was the installation 
of a conditioner in the window on 
the third floor of an old frame house. 
The owner of the unit was com- 
pletely satisfied, but the tenants in 
the floors below claimed they couldn’t 
sleep because of the noise. The clap- 
board siding and windows of this old 
house were loose, so the vibration 
set up by the conditioner caused 
much rattling and noise. It took a 
lot of putty and work to fix this 
one. 


Unit Too Noisy at Night 


“Another noise problem involved a 
user who complained that the unit 
was too noisy at night when every- 
thing else was quiet. What the serv- 
iceman did here was to install a 
choke coil in series with the blower 
motor so the fan speed could be re- 
duced to 1,300 r.p.m. A shunt switch 
was provided so the customer could 
run the fan at full speed during the 
day and then cut it down to the slow 
speed at night, if desired. The insu- 
lated bulkhead in the unit, of course, 
kept the noise of the compressor and 
condenser fan from bothering the 
customer.” 7 

(Questioned as to whether the eva- 
porator might not freeze up with the 
blower running at slow speed, Askin 
explained that “it probably would if 
it were cold enough outdoors, but if 
the outdoor temperature was that 
low, the user wouldn’t be likely to 
have the conditioner on cooling any- 
way.’’) 

On the matter of noise, Askin ex- 
pressed opposition to advertising 
based on the quietness of a window 
unit in a bedroom. 

“Lots of people are satisfied to let 
the unit run all day to cool the bed- 
room and then turn it off when they 
go to bed,” he declared. 

Pointing out that most window 
units are equipped with a slinger 


ring which throws condensate from 
_~o> 


ANNOUNCING! A REVOLUTIONARY NEW LIQUID INDICATOR 


sliding sleeve keeps new 
Mueller Brass Co. 

QUIK-SIGHT liquid indicator 

clear and clean at all times 


Have these STREAMLINE 

roducts on hand for every 

fo b where you want depend- 
able a 


o_ JERS AND FILTERS 


& 3 


FLARE FITTINGS 


STREAMLINE cofvigevation roducts 

are individual and multiple pack- 

aged for complete protection. Write 

for catalog R-151 describing com- 

plete line of STREAMLINE refriger- 
ation products. 


STREAMLINE 
PRODUCTS 


@ Just slide back the copper protective sleeve on the new 
Quik-Sight Indicator and your refrigerant supply is instantly 
and clearly visible. Return the sleeve to closed position 
and the window is securely guarded against breakage. 
Two “O” rings in the assembly form a positive seal against 
dust, dirt and oil film when the sleeve is closed. 


The revolutionary glass-to-metal soldering of Quik-Sight 
Indicators provides a thoroughly tight seal for any refrig- 
erant, and eliminates need for gaskets and threaded joints 
that often work loose with vibration. 
allows for thermal expansion through the whole assembly 
without strain. 

Quik-Sight Liquid Indicators are easy to install. Wide 
wrench flats make it easy to get connections tight. The 
swivel connection on the flare end simplifies attachment 
to valves, driers or line because it eliminates all twisting 
strain on the indicator assembly during installation. 
Quik-Sight Indicators are available in “4” M. Fl. x %" 
Fem. Fl. and %” M. Fl. x ¥%” Fem. Fl. There are MUELLER 
BRASS CO. Liquid Indicators to fit most installations. For 
complete information consult your refrigeration whole- 
saler or write to— 


MUELLER BRASS CO. port HuRON 10, MICHIGAN 


CLOSED 


Indicator design 


~ 69-A 


the evaporator against the hot con- 
denser, the speaker commented that 
there have been instances when a 
considerable amount of condensate 
would cqllect. Upon starting up the 
unit, the slinger would throw the 
water completely through the con- 
denser and spray anyone who might 
be below the unit. 

“One serviceman having this prob- 
lem merely tilted the unit a little 
farther forward so there wouldn’t be 
so much water collecting at the loca- 
tion of the slinger wheel,’ com- 
mented Askin, 

Problems of low voltage also were 
cited by the speaker, who explained 
that most purchasers of window units 
are reluctant to install the additional 
wiring that is sometimes required. If 
the voltage drop is excessive, the unit 
will not perform properly. A voltage 
drop of lesser degree might merely 
cause the lights to flicker when the 
unit is turned on. 

“Occasionally there'll be com- 
plaints of blown fuses. A %-hp. unit, 
for example, draws 11 or 12 amps 
on starting, and if 15 or 20-amp 
fuses are in the circuit, they might 
easily blow. I'd suggest you use a 
30-amp. fuse instead of a 20-amp. 
fuse. It will protect the circuit just 
as well in the case of a dead short.” 


Could 30-Amp. Fuse Cause Fire? 


(This statement by Askin aroused 
considerable discussion. ‘Suppose 
there’s a fire and the inspector finds 
the 30-amp. fuse. What then?” asked 
one serviceman. 

“(The 30-amp. fuse is widely used 
today,” Askin replied. 

(“But isn’t No. 14 wire limited to 
15 amps? Couldn’t the wires heat 
up and cause fires with a 30 amp. 
fuse in the circuit?” asked another. 

(“Most homes are overloaded 
today anyway,” said Askin. 

(It was ultimately suggested that 
perhaps a fuse-stat would solve both 
problems. ) 

While on the subject of wiring, 
Askin reminded the group that in 
some localities window units must be 
grounded. 

“These often have a three-prong 


plug, so be sure you have a three- . 


prong receptacle so you can plug 
them in.” 


One General Design Fault 


Declaring that ‘there is one seri- 
ous fault with present design of most 
window conditioners,’ Askin called 
attention to the spring-mounting of 
the domes. 

“The copper tubing is coiled and 
may break due to too much flexing 
because the dome bounces. In case 
the dome bounces too much it may 
be better to put rubber pads under 
the unit to reduce this vibration,” he 
suggested. 

“Most window units,” he also said, 
“have no charging ports for gauges. 
Thus the serviceman has to deter- 
mine the proper charge of refriger- 
ant by feeling the parts. If, when 
charging the unit, the serviceman 
finds that the head of the compres- 
sor doesn’t get hot or the coil 
doesn’t become cold, then he’ll have 
to bring the unit into the shop for 
repairs. 

“You may also get a complaint 
that the unit starts and stops fre- 
quently on very hot days. This can 
be considered normal under these 
extreme conditions, for that is the 
proper function of the overload pro- 
tector. 


Keep a Spare Filter on Hand 


“Plugged air filters can be the 
cause of service calks. Actually, it’s 
cheaper for the customer to keep a 
spare filter than to have the service- 
man call. When making the installa- 
tion of the unit originally, the serv- 
iceman should show the customer 
how to change the filter and suggest 
that he buy a spare one now. Lack 
of any filter at all will mean that 
the coil will eventually plug up. 

“Regarding electrical repairs, some 
servicemen find it advisable to carry 
all electrical components such as 
capacitors and relays, and to re- 
place all of these on the unit at once 
instead of trying to determine which 
may be at fault. This does save con- 
siderable time out in the field. And 
then he can check the replaced parts 
later in the shop.” 

Questioned as to whether window 


units equipped with a hermetic sys- 
tem should be removed during the 
winter, Askin replied, “No, they 
should stay in forever.” 

“But we found that moisture would 
accumulate in the unit and freeze 
during the winter so we had to pull 
them out,”’ countered one serviceman. 

“That’s a problem for the manu- 
facturers to solve,” Askin admitted. 
“Perhaps the units could be protected 
with a canvas cover.” 

“Could a room thermostat be used 
to cycle a window unit?” asked an- 
other. 

“If the unit has more than enough 
capacity and the customer wants to 
go to that expense, the thermostat is 
a fine thing,” Askin said. 

Another suggestion was_ con- 
tributed from the floor by A. M. 
Fenwick, who advised, “When a 
window unit is being installed to re- 
lieve a hay fever victim, be sure to 
clean the room thoroughly. Other- 
wise, the unit won’t help.” 


York Names Magor as 
Vice President, Lynne, 
Secretary-Treasurer 


YORK, Pa.—Stewart E. Lauer, 
president, has announced the elec- 
tion of Donald M. Magor to the office 
of vice president and controller and 
William F. Lynne as secretary and 
treasurer of the York Corp. 

Magor has been controller of the 
corporation since 1939 and _ has 
served as a member of the general 
management committee since that 
time. 

Magor joined York in 1918. He was 
treasurer of the Seattle district 
office from 1922 to 1927, when he 
assumed the same duties in the Cali- 
fornia district office in Los Angeles. 

He moved to York headquarters in 
1931 for special financial assign- 
ments. This led to his appointment 
as assistant controller of the cor- 
poration in 1935. 

Lynne has been associated with 
the corporation since 1935 in the 
accounting end of the business. He 
became assistant controller in 1939, 
subsequently assistant secretary and 
secretary. 

The position of assistant controller 
which Lynne is vacating will be filled 
by R. J. Halloran, who has been a 
member of the controller’s division 
since early 1947. 


All Buildings Along | 
New Jersey Turnpike 
To Be Air Conditioned 


NEWARK, N. J.— Restaurants, 
gas stations, and administration ang 
service buildings adjoining the 
southern section of the $225,000 199 
New Jersey Turnpike will be air ¢ on. 
ditioned in what is called “the mogt 
complete roadside climate con‘rg} 
operation in the country.” 

Motorists patronizing the three 
Turnpike Authority restaurants jp 
the recently opened 53-mile stretch 
between Bordentown and Deepwater 
will find dining conditions pleasant 
even during hectic meal periods. “py. 
gineers who designed the heating ang 
air conditioning system said autora. 
tic controls were sensitive enoug: to 
compensate for the increased }yeat 
and humidity caused by the crowds, 

According to Charles W. Prox = 
manager of the East Orange office 
Minneapolis-Honeywell Regulator « Co. 
the control system was primarily de. 
veloped to reduce fuel waste as vel] 
as to provide extra comfort. He said 
his firm achieved this by combining 
the latest automatic controls with 
new principles of indoor climate con- 
trol. 

The system, to be completed early 
next year, is the largest ever engi- 
neered for a public road _ project, 
Proctor said. At least 12 buildings 
will have the control setup—plus 20 
toll houses—when the 118-mile road- 
way is fully opened. 

A network of thermostatic con- 
trols licked the problem of even 
heating in the three-floor administra- 
tion building at New Brunswick, he 
explained. Parts of this _ building 
might have a sudden demand for 
heat caused by exposure to prevail- 
ing winds, while other sections are 
sheltered. Conference rooms require 
economical lower temperatures, ex- 
cept, of course, when occupied. 

The tailormade solution to these 
heating complexities, Proctor pointed 
out, was individual control of such 
key areas as office spaces, meeting 
rooms, and state police quarters. Since 
each area is provided with its own 
automatic control system the heat is 
supplied exactly as needed with the 
result that no heat is wasted, he 
stated. 

He predicted that this alone would 
save the Authority between 15 and 
20% on its annual fuel bills. 


meng 


Regardless of whose condensing unit 
you buy, in any size from 1/3 through 
25 H.P.—your first demand is to insist 
that it have a CLEANABLE water- 
cooled condenser. It costs no more 
originally, and the added advantages 
in longer life and more efficient service 
can’t be overlooked. You can always 
count on restoring new unit efficiency 


JOBBERS in all principal cities 
carry HM condensers in stock 
for immediate delivery 


SEND FOR DESCRIPTIVE LITERATURE 


insist... 
ona 


CLEANABLE 


CONDENSER 


Water-cooled, 
Double Tube, Counter-flow 
1/3 through 25-ton capacity 


by the simple use of a spiral cleaning 
tool which removes mechanicall;, all 
the harmful corrosive material tha 
might accumulate on the water tube 
interiors. You needn’t settle for less, 
for almost all leading manufactrets 
are recognizing the advantages of c'eat 
ability—and are equipping their «nits 
accordingly, in a// sizes. 
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SMOKE GUN is extremely 
useful in checking airflow 
open 
matter which has impor- 
their 


operation, according to C. 


across cases, a 


tant bearing on 
K. Litman, vice president 


of Koch 
shown demonstrating the 


Refrigerators, 


“tool."’ 


Open-Type Case Depends on Serviceman’s 
Ability To Install, Service It Properly 


CHICAGO—“With open equipment 
the manufacturer has to fight for 
every last B.t.u. to make them op- 
erate, so we have to depend on you 
servicemen to make them work pro- 
perly,” C. K. Litman, vice president 
of Koch Refrigerators, Inc., told the 
Refrigeration Service Engineers So- 
ciety at its 14th annual convention 
here. 
Importance of proper installation 
and correct servicing of open-type 
cases was stressed by Litman, who 
offered suggestions along several 
lines to guide the serviceman, be- 
cause, in Litman’s words, “he can 
make an installation work or break 
1.” 

SERVICEMAN MAY CONTROL 

NEXT SALE 


“Today, refrigeration equipment is 
being bought with the idea of junk- 
ing it in five years. What the service- 
man does or doesn’t do may control 
the next sale. The serviceman today 
is the direct representative of the 
manufacturer.” 

Of the several specific things to 
watch for when installing open re- 
frigerated equipment, the first cited 
by Litman was air conditioning. 

“If the store is air conditioned, 
make sure that you don’t have a 
duct pointing directly at an open 
case. Watch out for air blast heaters, 
also. You need new tools when deal- 
ing with open units. You're not 
mechanics any more, you’re doctors,” 
he told the servicemen. 


SMOKE GUN CHECKS 
AIR MOVEMENT 


“The smoke gun is a wonderful 
tool for checking air movement across 
a case. The chemical smoke has ap- 
proximately the same density as air 
and will show you quickly the direc- 
tion and behavior of air.” 

(Litman later explained that the 
hand smoke gun had been developed 
by E. Vernon Hill of Chicago.) 

“There’s also the problem of ceil- 
ings. In the South, particularly you'll 
find low ceilings and the stores using 
desert coolers. Probably, the service- 
man should throw up his hands and 
walk out before installing an open 
case under these conditions. In- 
Stead, though, he should try to get 
the best location for the case—away 
from drafts. And don’t hesitate to 
erect barriers if you have to so 
drafts won’t hit the cases. 


VOLTAGE AND COMPRESSOR 
LOCATIONS 


“Watch the voltage, too. With pres- 
ent building restrictions, lots of mar- 
kets are going into old buildings, 
and whoever thinks to put new 
Wiring in an existing structure? 

‘Watch for compressor locations. 
I've seen condensing units located in 
a room with air-cooled condensers 
facing each other. 

‘Watch for sunlight and radiation. 
Sunlight is death on open-type fix- 
tures,” Litman cautioned. 

He cited an experiment of placing 
a thin sheet of aluminum foil over 


a ice cream package on the top. 


layer of an open case. Thermometers 
Showed that the reflective property 
0: the foil made a difference of 7° 
to 8° between the covered package 
aid those not packaged. The point 
0: this, he indicated, was that radia- 
tion has a pronounced effect on the 
temperature of the products in an 
Open case, at least on those in the 
top row which are directly exposed 
to the radiant heat. 


, can | 
> . 


(Questioned later as to what effect 
a system of radiant heating in a mar- 
ket might have on the operation of 
open cases, Litman answered, ‘“‘Radi- 
ant heating coils in the floor or wall 
aren’t bad, but those in the ceiling 
may give trouble. The deciding fac- 
tor is ‘what does the product look 
at?’ I'd suggest you investigate the 
possibility of installing baffles on the 
ceiling above the open cases af- 
fected.” ) 


“Proper temperature for open cases. 


holding packaged meats is a big 


question. I don’t know the answer © 


myself, and it seems to be a regional 
proposition. In one part of the coun- 
try a certain temperature is being 
used. In another region another tem- 
perature is recommended. It’s been 
my personal observation that a tem- 
perature between 27° and 30° F. 
seems satisfactory for pre-packaged 
meats. 

“Humidity is no problem with 
packaged meats, in fact, the drier it 
is the better. Be careful, though, that 
the humidity doesn’t become too 
high in the lower compartment of a 
double-duty case.” 

Importance of using the proper 
wrapping material in self-serve meat 
operations was likewise stressed by 
Litman, who pointed out that the 
wrong film could give poor results 
for which the refrigeration equipment 
might be blamed. 


‘BLOOM BOXES’ 


He also called attention to “bloom 
boxes” which have become popular 
in some areas within the past year 
to hold meat after it’s been cut but 
before it’s packaged. 

“The temperature of these boxes 
differs widely as does the time the 
meat is kept in them. Some people 
like them, but others don’t.” 

As for other types of open cases, 
Litman said that the “dairy and deli- 
catessen fixtures don’t present much 
problems. Open dairy cases will hold 
the temperature but they won’t do 
much of a pull-down job. If you re- 
ceive a complaint from a market 
operator that the dairy case is not 
refrigerating properly, I’d suggest 
that you check the temperature of 
the milk as it’s delivered. It may be,” 
Litman said, “that this stop is at 
the end of the milk delivery route, 
and the temperature of the milk is 
too high when it’s put in the case.” 

With open refrigerated produce 
cases, temperature is important, the 
speaker said. The temperature must 
be kept above the freezing point and 
the humidity must be high. 

“Avoid drafts, which cause ‘burn- 
ing’ and wilting,’ he emphasized. 


FROZEN FOOD CASES 


“Frozen food cases are anything 
but simple,” Litman admitted. “The 
temperature can be safely held as 
high as 10° F. with frozen foods, but 
if the cases are used for ice cream, 
the temperature has to be 0° or 
below. And the more draft there is 
across an open frozen food case, the 
greater will be the frost problem.” 


On the important subject of de- 
frosting, he outlined the two major 
types: (1) pressure or temperature 
controls to accomplish defrosting in 
normal temperature cases by cycling, 
and (2) various methods such as hot 
gas, electricity, etc., used on low 
temperature cases. 

With low temperature cases the 
problem of how often to defrost is 
an important one. There’s also the 
problem of removing drain water and 


a 


keeping the water away from the 
product. Otherwise, if water drips 
on the packages they will be welded 
together or to the plates after the 
defrost period. Rapidity of defrosting 
is important likewise to prevent the 
temperature of the cabinet from 
rising too high. 

“Unfortunately,” Litman said, ‘“‘our 
theories on defrosting are ’way ahead 
of our mechanisms. The field de- 
mands a foolproof defrost mechanism 
with no moving parts that works 
perfectly all the time. 

“Heater wires are a messy prob- 
lem,” he admitted. “They’re placed 
at critical points to prevent conden- 
sation and are buried in mastic. To 
get at them, there’s nothing you can 
do except to wade in. I can give you 
sympathy but that’s all. 


JOINING HEATER WIRES 


“The problem of joining heater 
wires to copper conductors is tough, 
and the connection must be a good 
one. As for the heater wires them- 
selves, there are two types. One is 
the plastic-coated wire which is very 
flexible and can be readily bent 
around corners. The wire is quite 
light, however. The lead-covered heat 
wire is easier to handle as far as 
making connections is concerned, but 
it’s not so flexible.” 

Another question of interest to 
servicemen, he commented, was that 
of forced vs. natural convection. 

“Where the product is packaged, 
forced convection is generally okay. 
In stores where there is consider- 
able air movement anyway, natural 
convection may be better. By and 
large, though,” Litman declared, “the 
industry is moving toward forced 
convection. 

“Now,” he said, “as a manufac- 
turer, what do we want the service- 


man to do? First, we don’t want him 
to condemn the factory about a par- 
ticular case or installation until he 
has checked a few other things. The 
factory, after all, has spent a lot of 
time and effort to think out the de- 
sign. We pull horrible boners, yes, 
but many times what the serviceman 
thinks is a factory boner actually 
isn’t Put us second or third on your 
list but not first. 


READ THE INSTRUCTIONS 


“Someday I wish you fellows would 
just once read the instructions before 
uncrating a case. What usually 
happens is that the gang starts to 
uncrate the case without using much 
care. The instructions envelope is 
finally opened, but then someone 
loses the instructions. Then you dis- 
card the envelope.” 

Better installations and less dam- 
age to equipment would result if 
more or at least some attention were 
given to these instructions, according 
to Litman. 

“And even if you do read the in- 
structions, should you get the same 
model case as you're installing now 
only 10 days later, read the instruc- 
tions again. Designs change rapidly 
and the instructions on the new case 
may be different.” 

With respect to getting the sys- 
tems operating properly after once 
installed, Litman strongly advised 
use of a pressure recorder. 

“The old gauges aren’t enough 
with modern open cases,” he de- 
clared. “You have to get the expan- 
sion valve set down perfectly, and 
you need a recorder to do this. You 
can’t follow the expansion valve 
movement on a gauge. Don’t try to 
use a temperature recorder as a sub- 
stitute for a pressure recorder,” he 
cautioned, “because there is too much 


lag in response with the temperature 
recorder.” 

(The suggestion of using a pres- 
sure recorder to achieve more accu- 
rate setting of the thermostatic ex- 
pansion valve brought a question as 
to why not use an automatic valve 
instead. Frank Carter of Detroit Lub- 
ricator volunteered this brief expla- 
nation: 

(“A thermostatic valve theoreti- 
cally allows the coil to be completely 
refrigerated all during the operat- 
ing cycle, while an automatic valve 
allows the coil to be partially re- 
frigerated during most of the operat- 
ing cycle. Thus, with an automatic 
valve it takes a longer time to pull 
the case down to temperature. Also, 
with a thermostatic valve the con- 
densing unit starts at the beginning 
of the cycle with a greater operat- 
ing efficiency.” ) 


CHECK SYSTEM FOR LEAKS 


“Before installing or starting up 
self-contained equipment, the service- 
man should check the system com- 
pletely for leaks,’ Litman also sug- 
gested. “The railroads are giving 
equipment very rough treatment and 
we may have to install shock absorb- 
ers on our equipment yet. So leak- 
test it first.” 

One problem for which no satis- 
factory solution has been found, he 
said, is that of “getting 100 ft. of 
cases level on a floor that looks like 
the ocean. We'd really appreciate any 
suggestions. 

“Above all, don’t forget the cus- 
tomer,” he advised. “Markets today 
require a tremendous investment 
compared with the cost of setting up 
a store 15 or 20 years ago. Be 
patient with the customer, especially 
the man starting up his first big 
open self-service operation.” 
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The broad CURTIS line of Air Conditioning, Temperature 
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Do You Have ‘Both Feet On The Ground’? 


and a great aid te denice engineers” 


REFRIGERATION PROBLEMS 
AND THEIR SOLUTION 


In five volumes, J-1, J-2, J-3, J-4, and J-5 


by Paul Reed 


Handy, practical, reference information for the refrigeration service 
engineer, ‘Refrigeration Problems and Their Solution" is written and 
illustrated so as to be of interest to salesmen, users, and others 
who want a fuller knowledge of refrigeration. 


You'll like the way Paul Reed has organized his material .. . 
and he writes clearly, making these books easy to understand and a 
pleasure to read. And because Paul Reed has such a wealth of 
practical knowledge of refrigeration, and years of experience behind 
him, you'll find reading these books the next best thing to a person-to-person chat about your 
refrigeration problems. Conveniently cross-indexed for instant use, ‘Refrigeration Problems and Their 
Solution" can provide “the missing link"’ in your search for authentic advice on ‘how to make it work.” 
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Ways of Evaluating 
‘Independent Research’ 


SURVEYS are fashionable nowadays. And “independent 
research” is cited more and more as justification for management 
decisions of all sorts and kinds. In a great many instances such 
research is highly useful and valuable. 


However, some of the “research,” and a great many surveys, 
can be misleading. As a matter of fact, charlatans are not un- 
known in the field, and some have given a bad name to market- 
ing studies in the past. Nevertheless, they are a useful tool if 
conducted honestly and handled by experts. 


The problem is one of evaluation. 


As a starter the Sales Executives Club has proposed that 
marketing “research” be confined to specific areas, such as at- 
tempts to get valid answers to the following questions: 


Product 


How do people like our product as compared to competitors? 
Why do some buy our brand and others competitive brands? 
Will consumers like our contemplated new products? 


What changes in our product and/or our packages will in- 
crease sales? 


Distribution & Sales 


How does our distribution coverage compare with our com- 
petitors? 

Are our dealers and distributors doing a good job for us? 

What deals are our competitors making with dealers? 

What sales quota should we set for the coming year? 

How much of our shipments are on dealers shelves at present? 


Advertising & Promotion 


Is our advertising selling our merchandise? 

What should we say in our advertising? 

Should we go into television? 

How much of our advertising should go into newspapers? 
Radio? Magazines? 

Are we reaching the right people with our advertising? 

Are we spending too much or too little on advertising? 

What do people think of our company? 


General Administration 


Are we getting our message over to our employes? 

Why is our labor turnover high? 

Should we increase inventory and expand production facili- 
ties now? 

What kind of budget should we set up for the various dis- 
tribution costs? 

When confined to tasks of this sort, surveys can be useful, 
provided: 

(1) That the “sample” is large enough and representative; 

(2) That interviewers can get the real answers, rather than 
what interviewers think they ought to say; 

(3) That the conclusions are drawn objectively, rather than 
with preconceived bias. ; 
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Refrigerated Truck Maintenance 


Special Problems Caused by Unusual Amounts of Vibration Make Program 
Of Preventive Maintenance Essential to Successful Operation of Systems 


CHICAGO — “An active well-fol- 
lowed system of preventive mainte- 
nance is essential for the successful 
operation of truck refrigeration sys- 
tems,” servicemen were told by E. H. 
Schwenker, product engineer for In- 
ternational Harvester Co., at the 14th 
annual RSES convention here. 


These units are subjected to an 
unusual amount of vibration and 
thus require more frequent attention 
than refrigeration equipment in other 
applications, he emphasized. 

“Lubrication of mechanical parts 
is a major problem aside from the 
refrigeration system itself,” he ex- 
plained. “Truckers will remember to 
change the oil in the gas engine 
driving the refrigeration unit, but 
generally they won’t oil anything 
else. 

“Truck units should be _leak- 
checked at regular intervals, for 
leaks can.develop due to excessive 
vibration. If the leaks aren’t de- 
tected soon enough, not only will the 
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unit’s refrigeration capacity be re- 
duced but an excessive amount of re- 
frigerant will be wasted over a 
period of time. 

“The compressor should be checked 
regularly for efficiency. Shut the 
valves and see how much vacuum 
the unit will pull. Watch the sole- 
noid valve to make certain it un- 
loads the system properly when the 
gas engine is started. 

“Also very important to the opera- 
tion of a truck unit is the gas engine. 
This should be checked regularly. 
Lead deposits will build up in the 
head of the engine and interfere with 
its operation. This is partly the re- 
sult of the engine’s being run at a 
constant speed. Today’s fuels also 
contribute to this lead problem,” 
Schwenker declared. 


WATCH FOR BREAKS IN 
REFRIGERANT LINE 


Breakage of refrigerant lines due 
to excessive vibration was a serious 


© problem when mechanical units were 


first applied to trucks, and it still 
causes some trouble, he indicated. To 
minimize this, vibration loops are 
often employed. 

“Vibration loops are okay if just 
one loop is made in the tubing,” 
Schwenker said. “If you loop the 
tubing more than once, however, the 
coiled tubing vibrates as a mass and 
will more than likely break. Clamp 
tubing tightly in place,” he also sug- 
gested. 

“Air leaks in truck bodies are very 
important, too. Perhaps the biggest 
bugaboo are leaks through door gas- 
kets and the seals around the unit. 

“Truck operators often neglect to 
defrost the system, but they’ll keep 
close watch on the thermometer 
that’s usually installed in every re- 
frigerated truck. This can cause the 
serviceman considerable difficulty be- 
cause the thermometer may not be 
right. I’ve seen them as much as 15° 
off, so that while the system may 
actually be operating properly, the 
faulty thermometer would give a 
false reading and throw the service- 
man off. Check the thermometer first. 
It may be wrong. 


POTENTIOMETER USEFUL 


“I’d recommend the use of a good 
remote bulb thermometer or a little 
potentiometer with three thermo- 
couple leads. With the latter not only 
could you get an accurate reading to 
check the thermometer but you 
could test the walls of the truck for 
voids in the insulation. These voids 
can cause trouble. 


“The electrical system of a gas- 
engine driven truck refrigeration unit 
can give difficulty,” Schwenker 
added. “The generator, of course, is 
the heart of the system, and this 
can be checked with little difficulty 
to see if it’s ‘putting out.’ 

“If the generator is ‘putting out’ 
but you’re still having difficulty with 
the electrical system, the only thing 
you can do is go through the labori- 
ous process of checking each indi- 
vidual circuit to make sure enough 
voltage is being delivered.” 

Questioned as to the possibilities 
of using propane as both a fuel and 
a refrigerant in a truck system 
wherein the propane would be fed 
first into the evaporator and then to 
the truck engine, Schwenker indi- 
cated that International Harvester 
had “done little more than give the 
idea some thought.” 

Someone else asked: “What keeps 
the thermostatic expansion valve 
closed during the hot gas defrost 
cycle on International’s truck refrig- 
eration system?” 

“A liquid line solenoid just ahead 
of the expansion valve closes on the 
defrost cycle. The hot gas, of course, 
enters the evaporator beyond the ex- 
pansion valve,” Schwenker explained. 

“Have you had any problem with 
check valves on hot gas defrost 
systems? We’ve had trouble with all 


. types,” commented another service- 
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® Your cold plate dollar goes further when you specify DEAN be- 
cause you eliminate waste! You get a plate in the exact size you need 


TAILORED” 


. not one that is almost right, but a plate that accurately meets your 
specifications. You name the size—you name the shape . . . we make it! 


You can have plates in zinc metalized steel, stainless steel and in 
other metals. You can get cylinders, U’s, angles, tanks, etc., and also 


plates for baudelot-type coolers. 


Using DEAN “job tailored” cold plates means dol- 
lars in your pocket on every job. Try them! 


SEND FOR TECHNICAL DATA BOOK 


Get the details on DEAN Cold Plates for ice cream cabinets, 
locker plants, soda fountains, farm milk coolers, farm freeze 
cabinets, low temperature test rooms, frosted food refrigera- 
tors, window displays, food counters, refrigerated transpor- 
tation and subzero applications for industrial chilling. 


DEAN ' 


PRODUCTS, 


INCORPORATED 


1042 DEAN ST., BROOKLYN 16, N.Y. 
STerling 9-5400 j 


man. 
“We haven’t had any trouble ex- 
cept once,” Schwenker said. 
“How are compressors standing up 
on truck jobs which are belted direct- 
ly to the gas engine fan belt?” 


CONSTANT SPEED COMPRESSORS 
MAY GIVE TROUBLE 


“We haven’t done anything on it 
ourselves, but I understand it’s been 
quite a problem. Most compressors 
are designed for constant speed and 
so you may get trouble running 
them at variable speeds,” declared 
Schwenker. 

Exception to Schwenker’s state- 
ment was taken by Paul Reed, RSES 
educational director, who commented 
that he had observed ‘a two-cylinder 
machine designed to operate at 2,500 
r.p.m. being driven at 3,000 r.p.m. 
on a car that was tested for 40,000 
miles on the desert. The compressor 
held up longer than the car engine.” 
Reed added, though, that the com- 
pressor had been designed for heavy- 
duty use, having a forged eccentric, 
bronze bearings, etc. 

“Have you had any trouble with 
painters painting over the condenser 
of the unit when finishing the truck 
body? Schwenker was asked. 

“No, but we’ve had trouble with 
people painting refrigerated trucks a 
dark color. This makes a tremendous 
difference when the truck is sitting 
out in the hot sun. We suggest that 
they use a light color or even alu- 
minum paint.” 


New Owner Privileges, 
Limitations Outlined 
By NPA Regulation 6 


WASHINGTON, D. C.—A _ new 
regulation that spells out the condi- 
tions under which a company’s 
priority ratings, materials quotas, 
and other authorizations granted it 
by the National Production Authority 
may be transferred when it is sold 
as a going concern to a new owner 
was issued recently by NPA. 

NPA regulation 6 says that when 
the purchaser of a going concern 
continues to operate it as substan- 
tially the same business and at the 
same location, he acquires all the 
privileges of the former owner. 

Likewise, he becomes subject to 
the same limitations and obligations 
imposed upon the business by NPA. 

However, if the new owner dis- 
continues operation of the business, 
or operates it for a_ substantially 
different purpose, or in a different 
location, he may not continue to use 
its ratings and quotas for any pur- 
pose without prior written consent 
from NPA. 

The new regulation also states 
that, except when a business is sold 
as a going concern, ratings, quotas, 
and specific authorizations may not 
be transferred from one enterprise 
to another without express consent. 
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THIS UNICEL refrigerator truck-trailer made of plastic-laminated 


plywood was introduced at the 
1951 convention in Chicago. 


American Trucking Associations’ 


The new vehicle, first non-metal 


truck-trailer to be built with the strength of steel, was designed 
and built by the Pressed Steel Car Co., Inc., of Chicago, for 
the Brown Equipment & Mfg. Co. 


Non-Metal Truck-Trailer Makes Shipment 


Of Refrigerated Load 


CHICAGO—A refrigerator truck- 
trailer made of cellular plastic-lami- 
nated plywood and called the Unicel 
was introduced here recently. 

The new vehicle, first non-metal 
truck-trailer to be built with the 
strength of steel, was designed and 
built by the Pressed Steel Car Co., 
Inc., to specifications furnished by 
the Brown Equipment & Mfg. Co. 

The new Unicel trailer is con- 
structed of cellular laminates, a rela- 
tively new material made by laminat- 
ing strong plywoods grain-against- 
grain with specially formulated 
super-strength plastics. 

The laminate sections are then sub- 
jected to high-frequency heat ap- 
plied under tremendous electronic 
pressures molding the sections to 
form a single unit-cellular structure 
(from which the finished structure 
derives its name, Unicel). 

The only steel used in the con- 
struction of the Unicel trailer is in 
its heavy duty tandem and kingpin 
wearplate assembly and the door- 
frames. 

The new Unicel “reefer’’-trailer 
makes it possible for truckers and 
shippers to ship in one Unicel an 


unrefrigerated load in one direction |, 


and a refrigerated load of meat, 
dairy products, frozen foods, or 
fruits and vegetables in the other 
direction on the return trip, without 
sacrificing costly space and weight 
that would cut down on payloads. 
Other advantages claimed for 
trailer are that its body cannot rust 
or corrode, its stress-skin construc- 
tion absorbs road shocks and strains 


York Reports Net Profits 
Of $2,656,311 for Year 


YORK, Pa.—A net profit of $2,656,- 
311 was recently reported by York 
Corp. for the fiscal year ended Sept. 
30, 1951. This amounts to $2.47 per 
common share. 

In comparison, York reported a 
net profit of $2,139,445 for the 1950 
fiscal year at $1.91 per share. 

Orders booked during the fiscal 
year jumped to $64,958,492 as com- 
pared with $51,237,507 the year be- 
fore. Uncompleted contracts stood at 
$20,137,959 as against $11,527,932 the 
preceding year. 


One Way Practical 


better, it is better insulated with the 
insulation sealed into the cell struc- 
ture, its plastic-faced plywood con- 
struction renders it impervious to 
weather, and it is practically con- 
densation moistureproof. 


| THE FAMILY’S 


PREFERENCE EVERYWHERE 


eee 


15 CU. 23 CU. 
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300-M SERIES 


From $195° List 


PARAGON 


 DEFROSTING 
TIME SWITCHES 


FOR COMMERCIAL DEFROSTING — Electric Heat ° 
Hot Gas * Compressor Shut-Down 


THE FINEST TIME SWITCH 
YOU CAN USE 
FOR 


UNIT COOLERS © WALK-IN BOXES 

FROZEN-FOOD DISPLAY CABINETS 

LOCKER PLANTS ® REACH-IN-CABINETS 
©. FUR-STORAGE VAULTS 


Paragon 300-M series offers you the 
finest in accurate, durable, precision- 
built time switches for all types of com- 
mercial defrosting applications where 
defrost period is two hours or less. 
Easy-to-set pin-type dial for up to 8 
periods per day. Heavy hasped case; 
unbreakable door glass. Also made in 
heavy-duty outdoor type, Series 330. 


See your jobber or write to: 


Paragon ELECTRIC COMPANY 


1687 TWELFTH STREET e 


ar op AMERICA’S LARGEST EXCLUSIVE MANUFACTURER © 


OF TIME CONTROLS FOR ALL USES 


TWO RIVERS, WISCONSIN 


Makers of the 
famous “‘de-frost-it” 
for domestic 
refrigerators 
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More Pictures of Refrigeration, Air Conditioning Products at All-Industry Show 


5, ae eee 


initial ele TS 


——KEY NO. A-1142——— 


SIGHT GLASS with “flipper’’ to give positive indication of refrigerant flow was featured 

on operating display board in Remco booth. Board also included “Cross-Flo" drier-filters. 

Flanking display are C. H. Belt, C. H. Belt Refrigeration Co., Port Arthur, Texas; Charles 

W. Wilmes, midwest representative for Remco; Ken Newcum, Remco president; and 
T. L. Burroughs, Burroughs Fountain Equipment Co., Houston. 


——KEY NO. A-1140————— 


AUTOMATIC, COMPLETE CARBONATION is provided by the 
package automatic carbonator made and exhibited by Temprite 
Products Corp. 


——KEY NO. A-1146—— 


TABLE MODEL MALT AND MILK SHAKE MACHINE, modified from 

the Sweden Freezer Mfg. Co. model 1-190 continuous freezer, 

is being operated by Sally O'Neil (left) for the benefit of Ariene 

Williams. Foot switch electrically operates serving gate and 

controls mix feed into back of cylinder from concealed overhead A 
mix tank in proportion to volume of product drawn. 


“ 
——KEY NO. A-1143———— 1 
KEY NO. A-1141 INSTANT ICE MACHINE, model SC-250 made by Liquid Freeze Corp., is shown with ler 
« officials of the company, S. A. Maverick, Jr., E. A. Ostrom, and James Lessard. Freezing of 
NEW CAPACITY COMPUTER for safety relief devices on pressure cycle of this machine takes advantage of natural tendency of liquid to expand as it freezes. zo! 
vessels containing liquid refrigerants which is based on the Ice sheets formed on the vertical bar are fractured by the revolving blades, to form shaved ice. lin 
ASA B9.1-1950 safety code is explained by Gordon W. Wheeler r 
(left), field engineer for Henry Valve Co., which devised the mo 
computer; to N. L. Sulenes (center) of Refrigeration Supply Co., . ell ‘ 60, 
Billings, Mont., and L. A. Ost of Refrigeration & Industrial Supply s “a : hoi 
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PANEL-TYPE WALK-IN COOLER CONSTRUCTION, _ permitting a 
7 > * | maximum flexibility in application and construction, was featured a. 
‘ rom your customer list! in two-door walk-in exhibited by Freezer Box Div., Annapolis 
jn " 
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What's New 


When requesting further information on new 
products, please use “Information Center” form. 


Jet Spray Co. Has Portable Refrigerated Dispenser 


Le ne 


| 


KEY NO. A-1148——— 


SOMERVILLE, Mass.—Whirlcool, 
a new portable counter model electri- 
cally refrigerated juice dispenser, has 
been introduced by the Jet Spray 
Cooler Co. here. 

Designed especially for frozen or 
fresh orange juice and other con- 
centrated fruit juices, the new 
Whirlcool has a 3-gal. capacity heavy 
duty clear glass bowl which permits 
97% visibility of the beverage. Ex- 
clusive torque power action agitates 
the juice and assures complete and 
constant dispersion of the pulp. 

The cooling tower made of stain- 
less steel with sealed in extra heavy 
duty cooling coils cools the juice. 
Three gallons of frozen concentrate 
and water can be cooled to 38° F. 
in an average of 45 minutes or less. 

The cabinet, finished in sea green, 
requires a counter space of only 13 
in. by 13 in. The dispenser weighs 
80 lbs. 


Airtemp Adds Horizontal 
Gas-Fired Furnace to Line 


KEY NO. A-1149 


DAYTON—Airtemp Div. of Chrys- 
ler Corp. has announced the addition 
of a new automatic gas-fired hori- 
zontal-type furnace to its present 
line of home heating products. 


The new unit is available in three 
models with input capacities of 
60,000, 80,000, and 100,000 B.t.u. per 
hour. It can be used with natural, 
manufactured, or LP gas. 

A packaged unit, it is shipped com- 
pletely assembled, thereby eliminat- 
ing on-the-job assembly and expensive 
installation cost. All accessories and 
controls, except thermostat, are 
mounted, and electric wiring and gas 
piping are completed to casing out- 
lets. Installation can be made under 
the floor, in an attic, in an ordinary 
basement, or suspended in a utility 
or furnace room. 

To further ease installation, this 
new unit features flue outlets on each 
side of the furnace, mounts on 
either side for draft diverter, and 
hanger brackets which serve for 
overhead suspension or which may 
be placed on bottom for use as base 
setting. 

Additional features are an all 
welded heavy gauge steel heat ex- 
changer, milled slot burners with 
Single screw air adjustment which 
prevents clogging and assures in- 
Stantaneous ignition, controls fully 
enclosed which can be mounted on 
either side of cabinet, and multi- 
blade centrifugal type blower, rubber 
mounted for quiet operation, with ad- 
justable continuous duty type motor 
and adjustable fan speed. 


Chrome Legs Featured on 
New G-E Rotary lroner 


KEY NO. A-11410——— 


BRIDGEPORT, Conn.—Three new 
rotary ironers with chrome tubular- 
steel legs have been introduced by 
the General Electric Co. 

According to C. E. Anderson, gen- 
eral manager of the home laundry 
equipment department, the ironers 
are cabinet models and have been 
designed primarily to blend with 
chrome kitchen furniture. The smooth, 
polished leg surfaces are easy to 
clean and have no_hard-to-get-at 
areas. 

Because the legs are open, the 
ironers are~ cooler to operate, pro- 
vide more leg room and are more 
mobile, he says. 

The ironers are designated the AR- 
71, AR-61, and AR-51. 

Both the AR-71 and the AR-61 
have 26-in. ironing rolls and 136 sq. 
in. of ironing shoe surface. There are 
two thermostats—-one for each half 
of the ironer shoe. Both machines have 
controls for either hand or knee op- 
eration, a folding lapboard, and 
hinged end shelves. 

The AR-71 also has a two-speed 
motor. 

The AR-51 has a 22-in. ironing 
roll and 96 sq. in. of ironing sur- 
face. Operation is controlled by the 
knee. As in the other ironers, there 
is an emergency release handle to 
move the shoe away from the roll 
in case the current is cut off. 

The recommended national retail 
prices for the ironers are as fol- 
lows: AR-71, $197.50; AR-61, $164.95; 
AR-51, $119.95. 


Timing Device Controls 
Lindsay Water Softener 


KEY NO. A-11411 


ST. PAUL—A home water soften- 
ing unit equipped with a_ special 
timing valve for automatic control 
of regeneration 
has been announc- 
ed by the Lindsay 
Co. here. 

Called the Lind- 
say automatic 
water softener, 
the unit eliminates 
90% of the time 
spent by the own- 
er in regeneration, 
according to the 
manufacturer. An 
automatic valve 
on the softener 
controls the flow 
- of water «during 
. the regeneration 

cycle and—-when 

time setting has 
expired — switches 
the unit back into 


ogy, 


service. 

The Lindsay automatic also fea- 
tures spin-top closure, inside-and-out 
hot-dip galvanizine or plastic coat- 
ing, and the use of Dow hi-capacity 
Resin (softening mineral). The tank 
is styled for ‘Townhouse’ appear- 
ance, making it suitable for installa- 
tions in kitchens, recreation rooms, 
and other living quarters. 

The unit is available in six sizes 
to meet a full range of home water 
softening requirements, and a 10- 
year tank warranty is issued with 
each softener. 

Dealer handling charges for post- 
sales factory service of the equip- 
ment are underwritten by the Lind- 
say Co. Exclusive dealer franchises 
are available in a number of U. S. 
areas, according to the company. 

Cost of the Lindsay automatic 
ranges from $135 to $400. 


New Model Food Mixer 
Introduced by Hobart 


KEY NO. A-11412 


TROY, Ohio — A new model 
KitchenAid food mixer, called the 
3-C, has been introduced by the 
Hobart Mfg. Co. here. 

Utilizing a 3-qt. Pyrex mixing 
bowl, the unit is smaller than previ- 
ous models. But it uses the same 
“round the bowl” planetary mixing 
action. A single beater’ travels 
around the bowl in one _ direction 
while turning on its axis in the op- 
posite direction. The bowl does not 
turn. ; 

The mixer is designed to mix a 
single egg white or a bowlful of 
whipped potatoes. It has 10 speeds 
and a convenient mixing guide across 
the top of the unit. 

The motor is said to have reserve 
power for heavy loads. No power 
adapter is required in order to use 
the 11 different attachments. 
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Bloc 


DRINKMASTER 


252 ICE CUBES—300 COLD (12 OZ.) BOTTLES 
All within easy reach thru three slide back doors. 


POWERED BY SERVEL SUPERMETIC 
WITH FIVE YEAR WARRANTY. 


4 ft. lg. 27” w. 38” High. Shipping wt. 400 Ibs. 
6 Ft. and 8 Ft. also available. 


“A CASE OF COOL JUDGMENT” 


Stainless 


Steel 


MENOMINEF, 
MICHIGAN. 


Portable Radiant Glass Heater Produces Infrared Rays 


Miia ll 


pany, that it is practically non- 
breakable under normal usage and 
can be dropped or upset without 
damage. When, under extreme abuse, 
it does break, the glass disintegrates 
into small particles that are not 
sharp and are therefore harmless. 

The company asserts that the 
heater will not ignite explosive 
gases or vapors, cause any searing 
burn if touched while hot, cause a 
short circuit or damage the glass by 
any contact with water, or ignite 
paper or fabrics which brush against 
it. ; 
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NORWICH, N. Y. — Two new 
models of its portable radiant glass 
heater which produces infrared rays 


are being introduced by the Radiant | 


Glass Appliance Corp. here. 

The two new models are deluxe 
editions of the standard portable the 
company had previously produced. 
The model DS adds an off-on switch 
and the DT a thermostat. Both have 
all metal streamlined frames where 
the standard unit has a metal frame 
on a wood base. 

The deluxe models are 6% in. wide, 
20% in. long, and 20% in. high. The 
standard model is an inch narrower 
and an inch shorter. All units have 
a shipping weight of 20 Ibs., are 
rated at 1,250 watts, a.c. or d.c., 110 
or 220 volts, and are finished in 
hammertone tan. 

The standard model D is priced at 
$34.95, the’ DS at $39.95, and the DT 
at $47.50. 

Called the Infralectric, the heater 
generates heat from two glass panels 
having a combined surface of more 
than 4 sq. ft. These panels radiate 
heat in the conventional way and in 
addition develop infrared rays. 

These infrared rays penetrate and 
are not deflected by air currents and 
drafts and do not consume oxygen 
from the air nor dry out the air. They 
are absorbed by objects and persons 
rather than the air and thus make 
a room comfortable at 65° F., the 
company says. 

Heart of the product is the glass 
panel. This ‘is a flat, rolled, soda 
lime glass manufactured under a 
heat tempering process that is said 
to make it several times stronger 
than the original rolled glass. It has 
a tensile strength of 27,000 p.s.i. 
and a modulus of elasticity of 
10,000,000 p.s.i. 


This means, according to the com- 
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...FILTRINE 
“Taste - Master” 
Demineralizer | 
if the water line 


Crystal ice . . . with- 
out sludge-forming 
rust, sediment, min- 
eral residue 
chlorine taste . . 
‘‘milkiness.”” Ends 
major source of serv- 
ice calls. Write for 
new literature. 


FILTRINE MANUFACTURING CO. 
BROOKLYN 5, N. Y. 


Genuine Joe Say8: 
"Stock WAGNER 
STANDARD ROTORS” 


A stock of genuine Wagner interchangeable 
replacement armatures makes rotor replace- 
ment a simple 1-2-3 job... and the exclusive 
“tell-all"” label shows the interchangeability of 
rotors within a given horsepower on Wagner’ 
motors. MS5I~4 * 


Wagner Electric @rporation 


6471 PLYMOUTH AVENUE, SAINT LOUIS 14, MO., U.S.A. 
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Company 


Street 


450 W. FORT ST. 


For more information on What's 


What’s New or Current Literature Available 


Products Advertised 
(list name, page, and issue date) 
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MAIL THIS FORM TO 


Arr ConpiTioninG & REFRIGERATION News 
Reader Service Dept., 


New products, 
current literature and catalogs available, equipment 
advertised in Ain Conpirioninc & REFRIGERATION News 
use Key Numbers where designated or specify products 
advertised and we'll see that you receive this information 
promptly. 
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What 


Was New 


At the All-Industry Show 
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PORTABLE, WITH CARRY- 
ING HANDLE so that it 
can be readily moved by 
the user, is Chrysler-Air- 
temp's dehumidifier, shown 
here with Betty Thomas 
doing the carrying. In 
the background is the 
Airtemp %4-hp. room air 
conditiorer. 


KEY NO. A-11414 


NEW “ROL-AIR" FLARING 
TOOL with automatic bur- 
nishing action was demon- 
strated by The Imperial 
Brass Mfg. Co. ‘Here's 
how it works," says Mike 
Mitchell (left), district rep- 
resentative, to (right) T. 
G. Kilbourne, John Men- 
carelli, and Kenneth Wil- 
son, all of Udell Refriger- 
ation, Grand Rapids, Mich. 
In center background is 
Keller R. Waugh, Imperial 
district representative. 


* 
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COMPLETE AT LAST! 


——KEY NO. A-11419——— 


NEW MARSH-ELECTRIMATIC SOLENOID VALVES, both direct-acti: g 
and pilot-operated, are described to Betty Thomas by Jar 25 
Emmett, Jr., sales manager for Marsh Instrument Co. Featu-es 
include bodies machined from solid brass bar stock, specic ly 
impregnated coils which are moisture and frostproof and liberc ly 
wound to permit indefinite energizing without overheating 


KEY NO. A-11416———— 


A %-HP., AIR-COOLED SUPERMETIC CAPILLARY-TUBE-TYPE con- 

densing unit was a feature of Servel's booth. Units of this type 

are part of company's new and improved line of hermetic 

condensing units. Absorbed by the display are M. F. Feather, 

sales manager, Dromgold & Glenn Div., Union Asbestos & Rubber 

Co., Chicago, and Henry O. Kirkpatrick, president, Coldmobile 
Co., Detroit. 


——KEY NO. A-11420——— 


COLD SHELF- VERTICAL FOOD FREEZER of 18-cu. ft. capacity 
bowed in at space of August G. Barkow Mfg. Co. Model has 
three cold plates (two used as shelves for quick freezing), adjusta- 
ble enameled wire shelf, 4 in. of Fiberglas insulation, frost- 
breaking lock, two-step door construction, deep well for bulky 
foods. Posing with model F-18 is August G. Barkow, president. 


——KEY NO. A-11417——— 


CIRCULAR-SHAPED, SOLID ICE CUBES from the “Scotsman” 
automatic ice cube maker merchandised by the Cold-Trol Co., are 


A modern series of 3 simplified, practical training 
manuals and reference books to help you with the 
layout and installation of comfort air conditioning. 


The Key to Air Conditioning gives you a whole picture 
of comfort air conditioning in crystal clear language. 
It gives immediate answers to almost every problem 
in layout and installation. It covers the important 
details that add up to larger profits on your air 
conditioning jobs. The author, James LaSalvia, is 
an experienced engineer of 30 years with extensive 
background in teaching and writing. 


MANUAL NO. K-l1—The physics of air 
conditioning; use of charts; methods of 
ventilation; figuring air requirements; re- 
frigeration problems in air conditioning; 
use of fans; methods of air distribution. 
Psychrometric chart included with book. 


MANUAL NO. K-2—Sheet metal ducts 
(sizing methods, problems of design); dis- 
cussion of air cleaning devices; heat trans- 
mission coefficients; problems and tables for 
figuring heat gain; air through cooling 
coils; selection of cooling coils, expansion 
valves, compressors, and water cooling coils. 


MANUAL NO. K-3—General discussion of 
heating systems; selection of heating- coils 
(air friction, condensation); description 
and operation of evaporative condensers; 
water cooling towers; automatic controls; 
piping refrigerant, water, and steam; and 
insulation problems. 


CLIP AND SEND THIS HANDY ORDER FORM 


TRE REFRIGERATION LIBRARY 


BUSINESS NEWS PUBLISHING CO 
Pusliehers of AIR CONDITIONING 
eed REFRIGERATION NEWS 


IN 3 VOLUMES 
$2.00 Per Copy 


Business News Publishing Co. 
450 West Fort Street 
Detroit 26, Michigan 


Please send the following Key to Air Conditioning books. 


held by Arlene Williams as Sally O'Neil holds open the door NEW 
to compartment in which the cubes are stored after they have by A. 
been made. of Me 
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JEWETT'S GIANT CIRCULAR Bevador bottle 
display cabinet arouses the interest of Edna 
Berggren, executive secretary of the Refrig- 
eration and Air Conditioning Contractors 
Association of Chicago. Bliss K. Wolcott, in 
charge of engineering and production at 
Jewett Refrigerator Co., Inc., points out the 
Kramer Curvette coil with down draft suction 
fan that cools the unit. Shelves revolve so 
that cooled bottles (the cabinet holds 14 
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NEW UNIFLOW SOFT DRINK DISPENSER looked like an oasis fo 

W. Douglas Carter (facing camera), Blair, Neb. serviceman, 95 

Robert C. 

drink and points out that soda and syrup are cooled separaiely 

to prevent excess foaming and that the unit is complete save 
for COv cylinder and regulator. 


Unifiow sales representative offers him 9 


WE WILL BUY! 


SOLENOID VALVES, ALL TYPES 
REF. FITTINGS and PARTS 
UANTITIES « MUST BE NEW 


ANY Q 


a 


EXPANSION VALVES 


Write, Phone Or Call For 
IMMEDIATE ACTION 


MRO eae) 


Fast, dependable, 
world-wide service. 
Refrigeration and 
Air Conditioning parts 
and supplies. 


Write for current Catalog 


K-1, $2.00 each, ...... copies. *C] check enclosed 

K-2, $2.00 each, ...... copies. bill 

K-3, $2.00 each, ...... copies. UO =e 

errr ree ieee kewd a Terre reerr cenkeine 
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GE ine cnt wewniersenes BORO: sowie SRM woes jneees 
*Prepaid orders save shipping charges. 11-26-51 


TRACO Industrial Corp. 


455 W. 19 St., N. Y. 19, WAtkins 4-4302 
(Send for Traco’s complete list 


of sensational bargains) 


cases of quart bottles) are always at the front. 


AIRO SUPPLY CO; 


2732 N. Ashland Ave., Chicago 14, iil. 
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——KEY NO. A-11424-——— 


MULTI-ZONE AIR CONDITIONING BLOWER UNIT made by Kennard Corp. draws a pleased 
smile from Mrs. Lucille Prane of Chicago. The unit is designed for installation in a 
central location where it can serve as many as six zones. There is one cooling coil and one 
heating coil for each unit. Sizes range up to 36 sq. ft. of cooling coil face area and 19,800 c.f.m. 


——KEY NO. A-11422——— 


THE %3-HP. FEDDERS-QUIGAN WINDOW-TYPE room air condi- 
tioner, in special display setting for a dealer's showroom floor, 
was among the items shown by Fedders-Quigan Corp. Sally 
O'Neil (left) operates the adjustable outlet grille, and Arlene 
Williams turns the temperature control switch on top of the cabinet. 
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——KEY NO. A-11425———— 


——KEY NO. A-11423———— 


“SPACESAVER" compressor rack and ‘'Packless"” liquid level 
gauges for both refrigerant in receiver and oil in compressor 
are pointed out by Albert H. Fine of Fine Products Co. The 
company also introduced a packless liquid indicator, ‘‘E-Z Tote" 
cylinder cap, and “Lo-Boy"”’ refrigerant cylinders. 


NEW DOLE HOT GAS DEFROST BANK for low-temperature storage rooms is pointed to 

by A. W. Monroe, sales representative for Dole Refrigerating Co. (left) while G. E. Roepke 

of Houston, Texas (right) stands by a new Dole milk cooler low side for building up 
ice bank sets in the bottom of the cooler. 


KEY NO. A-11427———— 


LIQUID INDICATOR WITH SLIDING PROTECTIVE SLEEVE is the 
new “Quik-Sight" model introduced by Mueller Brass Co. When 
copper protective sleeve is slid back on the straight-thru type 
indicator the refrigerant supply is instantly visible, and when the 
sleeve is returned to the closed position the window is securely 
guarded against breakage. A. H. Holcombe, Jr. of Victor Sales & 
Supply, Philadelphia wholesaler, holds actual model in his hand, 
while enlarged display model is in background. 


——KEY NO. A-11428———— 


PENN SERIES 325 TIME-PRESSURE DEFROST CONTROL being 

demonstrated to Sheila Jackson of Chicago by K. W. Cash, 

assistant sales manager for the Penn Electric Switch Co. This 

control is designed for use where usual frost conditions occur 

and where temperatures of 24° F. and higher are maintained, 

such as in equipment where stored products are not in direct 
contact with coils or plates. 


——KEY NO. A-11429———— 


THERMOSTATIC AIR CONDITIONING VALVE of 25-ton capacity 

has been improved through several refinements in manufacture, 

J. W. Claywell, production engineer for Motor Products Corp., 

learns from Frank Carter, manager of Detroit Lubricator's 

Refrigeration Div., who calls attention to the 24-pass distributor 
on the valve. 


AXIMUM HEAT TRANSFER 


——KEY NO. A-11426——— 


STA-KOLD REMOTE DOUGH RETARDER and 
® salad refrigerator was featured in the Victory 
Metal Mfg. Corp. booth. Space occupied 
by Pat O'Neil, Chicago model, would nor- 
mally contain 60 standard baking trays. 
Unit has 47-cu. ft. capacity, aluminum 
interior, and stainless steel exterior. A -hp. 

compressor is recommended. 


WE WILL BUY! 


SURPLUS REFRIGERATION UNITS 
BELT-DRIVEN HERMETICS 
1/8 H.P. to 10 H.P. 


ANY QUANTITIES » MUST BE NEW 
me By Write, Phone Or Call Fo 
IMMEDIATE ACTION 


TRACO Industrial Corp. 
leah Paid cde te 19, WAtkins “a 
(Send for Traco’s complete list — 


of sensational bargains) 


Instantaneous — 
Draught Beer Cooler 
i tefrigerated faucets / 


UNDERWRITER 
_ APPROVED 


$ Anisracrets APPRO 


draft and 
bottle beverage 
coolers 


IDEAL cube CORPORATION 


2953 EASTON AVE., ST. LOUIS 6, MO. 


..»ONE OF 62 DIFFERENT 
BALLY MODELS and SIZES 


COLDISPLAY 51’ 
All Purpose Case 
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AIR CONDITIONING & REFRIGERATION NEWS, NOVEMBER 26, 1951 


Refrigeration Problems 


and their Solution 
by Paul Reed 


For Service and Installation Engineers 


Paul Reed 


‘Freon-12’ In 
Field Work (2) 


MISCIBILITY WITH OIL 


Generally, a compressor oil suit- 
able for “Freon-12” is also suitable 
for “Freon-22,” bearing in mind that 
“Freon-22” is frequently used in 
lower temperature equipment, so that 
special emphasis must be placed on 
the oil being wax-free. 

As is well known, ‘Freon-12” 
mixes readily with the mineral oils 
that are suitable for use in refrig- 
erating systems charged with 
“Freon-12.” These oils should be 
highly refined petroleum base oils, 
very low in unsaturated hydrocar- 
bons, and free of vegetable fats and 
chemicals that may be _ corrosive 
either alone or combined with some 
moisture. Flash points of from 350° 
to 425° F. should apply. 

The “pour-point” refers to the low 
temperatures at which the oil is still 
fluid. For medium temperature jobs, 
an oil with a pour-point of about 
-10° is acceptable, but for low tem- 
perature work such as ice cream 
storage and hardening, storage and 
freezing of frozen foods, a pour-point 
of not above -20° is advisable. 

In mixing with refrigerant, the 
oil is diluted and its  pour-point 
greatly lowered, so an oil with a pour- 
point of -20° for the straight oil 
may have a pour-point of -30 or -40° 
when containing some refrigerant. 

The temperature at which waxes 
in the oil congeal into solids, is 
called its “dewaxing temperature.” 
Obviously, the oil must have a de- 
waxing temperature lower than the 
lowest temperature that the evapo- 
rator may be at any time. Otherwise, 
wax forms, usually in the expansion 
valve or capillary tube, and stops 
circulation of refrigerant. 

This condition is often confused 
with moisture freezing into ice in 
the expansion valve. If there is any 
difficulty in determining whether the 
stoppage is due to wax or ice, the 
expansion valve should be removed 
quickly, while it is still very cold 
(if necessary it may be packed in 
dry-ice while being removed). Then 
warm up the valve, and the contents 
examined. If necessary, wash out 


the valve with alcohol, save the al- 
cohol and evaporate it. The residue 
can then be identified as oil or 
water. 

“Freon-22” is very much different 
from “Freon-12” in one_ respect. 
“Freon-22” does not mix as readily 
with oil as ‘“Freon-12” does, espe- 
cially in the evaporator when the 
refrigerant and oil are cold. The oil 
tends to separate from the “Freon- 
22” and float on top of the liquid, 
much the same as oil on sulphur 
dioxide. 

This must be taken into considera- 
tion in evaporators with headers, ac- 
cumulators or other vessels which 
contain liquid ‘‘Freon-22.” It is of 
less importance in continuous tube 
type evaporators, for the oil will be 
kept drawn along through the tube 
of the evaporator and through the 
suction line back to the compressor, 
if the evaporator tube and suction 
line are properly sized for enough 
refrigerant velocity to move the oil 
along in the tubing. This will be 
again touched on in a future instal- 
ment dealing with sizes of lines for 
“Freon-22”" systems. 

Because ‘Freon-22” does not mix 
as readily with oil as “Freon-12,” 
and therefore the oil is not thinned 
out as much by “Freon-22” as by 
“Freon-12,” the oil for use with 
“Freon-22” can be of lighter viscosity 
than that for ‘Freon-12.” 

Viscosities of 300 to 325 seconds 
Saybolt at 100° F. are usually found 
most satisfactory for ‘Freon-12,” 
particularly on medium and high 
temperature installations. Oils with 
lower viscosities, down to 150 sec- 
onds Saybolt will be found suitable 
for “Freon-22.” 


EXPANSION VALVES 


For the same amount of refrig- 
eration, say one ton, and under 
“standard ton” conditions of 5° eva- 
porator, 86° condensing temperature, 
and other conditions the same, the 
evaporator needs only to boil off or 
evaporate about 19% by volume less 
“Freon-22” than ‘Freon-12.”’ There- 
fore, the expansion valve need pass 
only about 81% as much “Freon-22” 
as “Freon-12,” so the expansion valve 
orifice can be smaller for ‘“Freon-22” 
than “Freon-12.” 

This is no advantage; in fact, the 
advantage is with “Freon-12.” It is 
easier to build expansion valves, es- 
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.. COOLMASTER 


by 


RAME 


The product cooler with 
an enviable record of 


fine performance. 
Available in five sizes, 
ranging from 10,000 
to 60,000 BTU’s. 


pecially in the small capacities, to 
regulate the flow of relatively large 
amounts of refrigerants than small 
amounts; the regulation of flow is 
less critical. This comparatively small 
difference is of little practical signi- 
ficance, however, for the volume of 
“Freon-22” to be calculated, even in 
the small capacities and at low tem- 
peratures is still large enough to 
control with relative ease. 

However, this does not mean that 
the same thermostatic expansion 
valve can be used for “Freon-22” as 
“Freon-12.” The charge in the power 
element of a thermostatic expansion 
valve must be matched to the pres- 
sures under the diaphragm, which are 
the pressures of the evaporator. For 
the same temperatures, the evapora- 
tor pressures for “Freon-22” are 
much higher than for “Freon-12,” so 
the thermostatic expansion valve for 
“Freon-22” must be designed and 
built for use with ‘“Freon-22,” and is 
not interchangeable with those for 
“Freon-12.” 

For evaporator temperatures 25° 
or less, automatic expansion valves 
than can be adjusted to maintain 
pressures of 50 p.s.i.g. or less should 
be suitable for ‘Freon-22,” unless 
head pressures are allowed to be- 
come excessive. 

Because of differences in condens- 
ing and evaporator pressures, vis- 
cosity of the liquid, amount of liquid 
circulated, etc., between ‘Freon-22” 
and “Freon-12,” capillary tube de- 
sign and size must be different for 
“Freon-22” than for “Freon-12.” 

Because of difference in _ liquid 
densities especially, float valves for 
“Freon-12” will have to be re-cali- 
brated, and a different float ball used 
for “Freon-22.” The same is true for 
float valves designed for use with 
sulphur dioxide. 


(To Be Continued) 


R. F. Fabrizio Appointed 
To G-E Engineering Post 


WHITE PLAINS, N. Y.—R. F. 
Fabrizio has been appointed manu- 
facturing engineer of General Elec- 
tric Co.’s White Plains Works, it has 
been announced by W. L. Breault, 
manager of manufacturing of the 
electric sink and cabinet department. 

Fabrizio came with the company 
at Schenectady, N. Y., as a test en- 
gineer following graduation from 
Pratt Institute in 1944. Since 1947 
he has been at Bridgeport as a mem- 
ber of the central planning section 
and the range and water heater de- 
partment. 


J. H. Harrison To Supervise 
York Sales In Southwest District 


HOUSTON, Tex.—John H. Harri- 
son, a native of Waco, Tex., has been 
appointed a sales supervisor in the 
southwest district of York Corp. 

Harrison, who succeeds L. B. 
White, had been associated with the 
Wells Mfg. Corp. in a similar capac- 
ity. 

The southwest district of York 


| Corp., with headquarters in Houston, 


includes the states of Texas, Ala- 
bama, Mississippi, and Louisiana. 
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COLUMBUS 1, OHIO 
WORLD'S LARGEST MANUFACTURERS OF REFRIGERATION CONTROLS 


Ranco has for years led the field in the production 
of practical refrigeration controls. Today, 

Ranco still is the front runner, with more than 
35,000,000 controls in use throughout the world. 
Insist on genuine Ranco controls—available for 


more than 4,000 replacement installations. 


Wesco Central District 
Headquarters Moves to 
New, Larger Building 


DETROIT—Keeping pace with the 
expanding industrial and consumer 
requirements of the Michigan- 
northern Ohio area, the central dis- 
trict headquarters of the Westing- 
house Electric Supply Co. recently 
completed its move to a new, larger 
building at 22-11 Kirby Ave. 

The new headquarters will provide 
more than twice the space that was 
available in the old facilities at 547 
Harper Ave. 

Horace I. McConnell, district man- 
ager, said that “Because of our 
favorable new location, deliveries by 
rail or truck by our suppliers will 
be greatly facilitated. At the same 
time, our contractors and other small 
customers will be able to take ad- 
vantage of our’ greatly-expanded 
parking facilities for personal pick- 
up of small orders,” the district 
manager said. 

The new building, which contains 
more than 92,000 sq. ft. of floor space 
for offices and warehousing space, 
will also provide expanded facilities 
for stocking consumer products. The 
building is completely air conditioned 
and is equipped with modern fluores- 
cent lighting. 

The supply firm serves industrial 
customers and appliance stores in 
Michigan’s lower’ peninsula and 
northern Ohio, through its branches 
at Grand Rapids, Flint, Toledo, and 
Cleveland, and an office at Lansing. 

Key officials assisting McConnell 
at the local headquarters are A. P. 
Hammerstrom, district apparatus and 
supply sales manager; and J. W. 
Haynes, district consumer products 
sales manager. 


Natkin Expands Branch 
Located In Houston 


HOUSTON, Tex.—Expansion of the 
Houston branch of Natkin & Co. has 
just been completed. The firm is dis- 
tributor for Westinghouse air con- 
ditioning and related equipment. 

The new building was designed to 
meet the requirements of a $1 million 
a year business. The property con- 
sists of 30,000 sq. ft.: 10,000 is taken 
by the new building that houses sales 
area, Offices, shop area, and ware- 
house; 20,000 is used for open stor- 
age and a rail siding. 

The Houston branch opened in 
1943. In addition to the main plant 
in Kansas City and the’ Houston 
branch, there are outlets in Lincoln 
and Omaha, Neb.; and St. Louis, Mo. 

A staff of 15 people handle sales, 
engineering, and administration in 
the Houston area. A crew of 20 to 
80 mechanics and technicians take 
care of installation and service. Ten 
trucks are used for construction and 
maintenance work. 

A. J. Natkin manages the branch. 


A. J. McAllister Appointed 
To Head Detroit Gear Div. 


DETROIT—Roy C. Ingersoll, presi- 
dent of Borg-Warner, has announced 
the appointment of A. J. McAllister 
as president and general manager of 
the Detroit Gear Div. of the corpora- 
tion, effective Monday, Nov. 12. Mc- 
Allister until recently was president 
of the Fairfield Mfg. Co. at Lafay- 
ette, Ind. 

McAllister succeeds Howard E. 
Blood, of Detroit, who has_ been 
president of Detroit Gear since 1923, 
when it was a separate company, as 
well as since 1929, when it was 
merged with Borg-Warner. Blood 
will continue as a vice president and 
director of the parent corporation, 
Borg-Warner. He also will assume 
charge of the new Products Develop- 
ment Laboratory which Borg-Warner 
is establishing in Detroit. 


SLANTS 


on Service 


Check Temperature of Milk 
Delivered to Open Case’ 


Complaints that an open dairy cas» 
is not operating properly may he 
due to the milk’s being delivered «; 
too high a temperature. 

The open dairy case has plenty «f 
“holding’’ capacity but is not de- 
signed to do much of a “pull-down” 
job. It will hold the milk at the 
temperature it was when put in the 
case, but won’t lower it much. 

In the event the serviceman geis 
this complaint, he should check tie 
temperature of the milk at the time 
of delivery. It could be that this 
stop is at the end of the milkmar’s 
route with the result that the tem- 
perature may be too high. 

* * * 


How To Recondition 
Refrigerator Shelves 


In refrigerator reconditioning, 
shelves often present a problem. If 
shelves aren’t too bad, they can be 
cleaned up with steel wool. 

Where a more complete job is 
needed, reconditioners have found it 
advisable to send the shelves out to 
specialists in hot tin dipping. If 
such service is not available, shelves 
can be refinished in aluminum paints, 
such as du Pont, Glidden, Venus 
Chrome, Alcoa, or U. S. Bronze 
(powder and paste). Paints should 
be baked on for one to one and one 
half hours. 

* * * 


False Superheat Condition 
Can Flood Evaporator 


If the suction outlet from a coil 
is short and extends through a wall 
or partition into an area of higher 
temperature, an artificial superheat 
condition can occur. Heat will be 
conducted along the piping from the 
warmer area and will affect the bulb 
of the thermostatic expansion valve 
located at the outlet. Unless a pump- 
out cycle is employed, this conduc- 
tion will result in flooding the evap- 
orator during the off cycle. 

This condition can be avoided by 
making an extra free-draining loop 
in outlet from coil beyond the bulb 
location but before tubing goes 
through wall to warmer area. 
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What Was New 


At the All-Industry Show 


c 
Case 
' be 
a at 
y of 
de- 
wn” ——KEY NO. A-11446— ——KEY NO. A-11447. 
the SPORLAN LEVEL-MASTER, a new “CLIMATE CONTROLLER" _ intro- 
the control for flooded systems, con- duced by Remington is said to 
sists of a specially constructed provide close control over both 
Bels thermostatic expansion valve ele- temperature and humidity for a 
te ment that provides an artificial wide variety of process applica- 
ame superheat to the thermostatic tions. At the Show a “Leader'’ 
tr 2 charge and a Sporlan thermostatic model was set up as a dehumidi- 
an's expansion valve. They work to- fier with a contest to determine 
ene gether to provide an effective liquid how long it would take the unit to os 
level control. From left to right fill a quart jar with condensate. ie 
are: Allen A. Lincoln, sales engi- Winner W. R. Fraser came within 
neer, Bush Mfg. Co.; Art Jones, 37 seconds, according to calcula- 
Sporlan sales engineer; N. W. tions made by A. G. Masiello, 
Edwards, Refrigeration & Power Gertrude Steffke, Wm. H. Peters, 
ing, ns © «< oo Specialties Co., San Francisco; Bill Janet Rosin, and E. A. Bonneville 
. If - , LEAH ae Krack, Sporlan west coast field above. 
be KEY NO. A-11442 engineer; and W. F. Wischmeyer, , 


Sporlan chief engineer. 


PEEKING OUT from the center section of Frigidaire's model RIL-44 three-door reach-in 
refrigerator, the Show Queens offer some idea of the capacity of this 44-cu. ft. refrigerator KEY NO. A-11448 
designed for food retailing and serving establishments. 


ACME FLOW-TEMP CONVECTORS provide one basic room air 
conditioner assembly for all types of installations, Duane G.. 
Merrill, assistant director of sales for Acme Industries, Inc. (left), 
tells Preston O. Cockey of Mote W. Baird & Son, St. Petersburg, 
Fla. The unit may be floor mounted, ceiling suspended, wall 
mounted, semi-recessed, or wall recessed. It is manufactured 
either with cabinet or without for horizontal installation. 
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——KEY NO. A-11443———— 


MCQUAY HOT GAS DEFROST SYSTEM for air-cooled ‘‘F-12'' condensing units is the center 

of attraction at the McQuay, Inc. booth. H. Blake Thomas (third from right) points out 

features to (from left to right) E. S. Jones, Nelson Babcock, William J. Culver, and 

Frank L. Richards of J. George Fischer, Inc., Detroit and Saginaw. At extreme right is 
Bill Bayer, McQuay sales engineer. 


KEY NO. A-11444 
BRAND NEW 18-cu. ft. 


self-contained = Wilson Brand-new 1952 EDITION... . now in Stock! 
freezer with inner liner 

doors stands between Chi- 
cago model Annette Fas- 

cetla and H. R. Shopley, UP-TO-DATE— AUTHORITATIVE 
assistant sales manager 
of Wilson Refrigeration, 


a Se a ae The 1952 Edition of the Directory is the 17th tion, Commercial Refrigeration, Air Condition- 
ary delivery, the unit is 
of all welded steel con- printing of this exclusive ‘‘Buyers’ Guide”. . . ing, and Parts, Materials, and Supplies. In 


struction and has white 


inh enitet Gath on for years the standard listing of who makes all over 8,000 listings! 

both interior and exterior what, and where, in the refrigeration and air 

a tae — conditioning industry. A feature of this year's Edition is the most 

hermetically sealed unit. comprehensive, accurate, and up-to-date list of 
This priceless help for you in your business is refrigeration and air conditioning parts whole- 
the result of many months of careful research salers ever assembled. Geographically arranged 
and thousands of dollars of expense. The for ready reference. 


most complete compilation of Manufacturers, 


Products, and Parts Wholesalers in the field. Place your order today to make sure you 
The new 1952 Directory contains listings in get your copy! Fill in coupon below and 
the following categories: Household Refrigera- mail now! 
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PATENTS 


Week of Aug. 28 (Cont.) 


2,565,836. GRILLE FOR SELF-CON- 
TAINED AIR CONDITIONING UNITS. 
Carl G. Alt, Syracuse, N. Y., assignor to 
Carrier Corp., Syracuse, N. Y. 


1. In a self-contained air conditioning 
unit, the combination of a _ casing, 
grilles disposed in the ends of the casing 
through which room air may be drawn 
into the casing, and a grille disposed in 
the front of the unit through which con- 
ditioned air may be discharged, the front 
grille including a plurality of horizon- 
tally extending grille members having 
openings extending vertically there- 
through, such grille member having a 
spacer, on at least one side surrounding 
the openings, support members extend- 
ing vertically through the openings to 
support the grille members in juxtaposi- 
tion, fastening means holding the grille 
members in place on said support mem- 
bers, each grille member having verti- 
cally extending openings adjacent its 
ends, each such opening having a slot ex- 
tending through the rear wall of the 
grille member, elongated members dis- 
posed in the end openings and extend- 
ing vertically through at least some of 
the grille members, said elongated mem- 
bers having spaced _ orifices therein, 
flanges in said casing having orifices 
therein in substantial alignment with the 
orifices in the elongated members, and 
fastening means extencing through said 
orifices in said casing flange, said slots 
in the rear walls of grille members and 
said orifices in the elongated members 
to hold the -grille in place in the casing 
while permitting ready removal thereof 
as a unit. 


2,565,838. CONTROL ARRANGEMENT 
FOR ABSORPTION REFRIGERATION 
SYSTEMS. Alexis A. Berestneff and Wil- 
liam IL. McGrath, Syracuse, N. Y., as- 
signors to Carrier Corp. 


1. In an absorption refrigeration sys- 
tem, the combination of an absorber, an 
evaporator, a generator, a condenser, a 
pump for withdrawing weak solution from 
the absorber and for supplying the weak 
solution to the generator. 


2,565,943. ABSORPTION REFRIGERA- 
TION SYSTEM. Alexis A. Berestneff, 
Syracuse, N. Y¥., assignor to Carrier Corp. 
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1. In an absorption refrigeration sys- 
tem, the combination of a horizontally dis- 
posed shell, a member in said shell co- 
operating therewith to form an absorber, 
a second member in said shell cooperat- 
ing therewith to form an evaporator serv- 
ing to flash cool refrigerant, the flashed 
vapor passing to the absorber to be ab- 


sorbed by the solution therein, a second 
shell disposed adjacent said first shell, 
a member in said second shell cooperating 
therewith to form a generator, a second 
member in the second shell cooperating 
therewith to form a condenser, the gen- 
erator serving to vaporize refrigerant 
which is condensed in the condenser, a 
pump for withdrawing weak solution from 
the absorber and for forwarding the 
weak solution to the generator, an ejec- 
tor, said pump serving to pass a portion 
of weak solution into the ejector, the dis- 
charge of weak solution in the ejector 
serving to entrain strong solution from 
the generator and to supply the mixture 
to the absorber. 


2,566,171. ABSORPTION REFRIGERA- 
TION. Curtis C. Coons, North Canton, 
Ohio, assignor to The Hoover Co., North 
Canton, Ohio, a corporation of Qhio. 
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1. Absorption refrigerating apparatus 
comprising a first inert gas circuit in- 
cluding an evaporator and an absorber, 
a second inert gas circuit including a 
second evaporator and a second absorber, 
said second absorber being arranged to be 
cooled by said first evaporator, said 
second inert gas circuit including means 
for conveying inert gas from said second 
absorber to said second evaporator in 
heat exchange relation with said first 
evaporator, a gas circulating pump in 
said inert gas circuits connected to re- 
ceive inert gas from said first absorber 
and said second evaporator and to dis- 
charge inert gas in said first evaporator 
and said second absorber. 


2,566,192. FLOW CONTROL MEANS IN 
REFRIGERATING APPARATUS. Albert 
OQ. Grooms, Dayton, Ohio, assignor to 
General Motors Corp., Dayton, Ohio, a 
corporation of Delaware. Application Dec. 
11, 1946, Serial No. 715,569. 9 Claims. (Cl. 
62—4.) 


1. Refrigerating apparatus’. including 
compressing, condensing and evaporating 
means, a float controlled valve means for 
controlling the flow of liquid refrigerant 
from the condensing to the evaporating 
means, and means for conducting refrig- 
erant gas from the condensing to the eva- 
porating means when said valve means is 
closed and for ‘preventing the flow of 
gas when said valve means is open. 


AVAILABLE FOR LICENSING 
OR SALE 


International Harvester Co. has placed 
these patents on the Register as avail- 
able for licensing on reasonable terms. 

Applications for licenses should be ad- 
dressed to Patent Department, Interna- 
tional Harvester Co., 180 North Michigan 
Ave., Chicago 1, IIl. 

Pat. 2,504,267. Refrigerator Cabinet. 
Patented April 18, 1950. Relates to a re- 
frigerator cabinet that affords a choice 
of single or plural storage compart- 
ments. Group 35—84. Reg. No. 44,239. 

Pat. 2,496,492. Refrigerator Having a 
Door With a Cooling Unit Mounted 
Therein. Patented Feb. 7, 1950. Relates to 
a refrigerator having a closure member 
or a door that serves the dual function of 
closing the food-storage compartment and 
of carrying the refrigerating apparatus as 
a removable unit. Group 35—84. Reg. No. 


44,229. 
(To Be Continued) 
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Receive the greatest trade paper in the Industry—ArIr 
Conpitioninc & RerriceRATion News. Published every week. 
Brings you latest news and vital information on household 
refrigeration, commercial refrigeration, air conditioning, 
home freezers; manufacturing, distributing, retailing, servic- 
Only $5 per year, 52 issues. 


Fill in coupon and mail today 


AIR CONDITIONING & REFRIGERATION NEWS 
450 West Fort Street, Detroit 26, Michigan 


Gentlemen: Send the NEWS for one year. 
[] $5 enclosed [] Bill me [] Bill the company 
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What Was New at the All-Industry Show 


——KEY NO. A-11430———— 


PRODUCT BOARD exhibiting all Superior Valve & Fittings Co. 
products was pointed out to R. H. Spangler of St. Louis (right) 


by W. A. Siegfried, Superior president. 


check valves, SAE flare fittings, heat exchangers, 


The board contains 
diaphragm 


packless line valves, diaphragm packless branch shut-off valves, 
compressor valves, diaphragm packless and packed globe valves, 
sight glasses, driers, pressure relief valves, and liquid receiver 


valves. 


KEY NO. A-11431 


NEW ADJUSTABLE CAPILLARY VALVE which operates with all 
refrigerants and for high or low temperatures is held by Herman 
Goldberg, vice president and secretary of Standard Refrigeration 
Co. At left is T. C. Bickel, manager of Texas branches for the 


N. O. Nelson Co. 


To right of Goldberg are Richard Levin, 


Standard engineer, and Dwight Orr, of Standard’s sales depart- 
ment. The valve is claimed to eliminate usual capillary noises 


and has a capacity from 140 to Y% hp. 


——KEY NO. A-11432———— 


THIS MODEL 810 self-service meat display 
case (right) with sliding mirrored doors, 


offered by Koch Refrigerators, Inc., features 


a separate lighted superstructure, and is thus 
available in 7 or 10-ft. lengths, with or 
without the superstructure. 


KEY NO. A-11433———— 


HIGH TEMPERATURE ‘“‘Spotlighter" display case (above) for dairy 
products and other foods requiring high temperature refrigeration 


was displayed by the Coldin Cabinet Co., Inc. 


Leon P. Krause, 


vice president and sales manager, poses with the case (which is 
also made in a low-temperature version) and Betty Thomas, model. 


KEY NO. A-11434—— 


“SODAMASTER" DRINK-DISPENSING CABINET displayed by 


Carbonic Dispenser, Inc. offers a choice of multi-drink combina- 

tions. Company also played up its new 5-in-1 Mix Monitor faucet, 

Earl W. Bailey, president, draws a drink as Jack Starman, 
president, Sodaservice, New York City, refreshes himself. 


KEY NO. A-11435——— 


NEW SELF-SERVICE ISLAND MERCHANDISER holding 330 pints of 

ice cream or 688 cans of juice was spotlighted by Penguin 

Products. Case is powered by '4-hp. condensing unit using 

“Freon-22."'" Around merchandiser are Co-partners Archie E. 

Welch, Jack Bales, and ‘Cy’ Young, and H. S. Walker of 
San Antonio, Texas representative. 


KEY NO. A-11436——— 


A CUTAWAY OF Bell & Gossett's 1510-15 centrifugal pump 

(below) was one of the many products exhibited by the company. 

Posing with the unit are (I. to r.) Ralph A. Patterson, general 

sales manager; Bob Anderson and H. R. Henke, sales engineers 
of the company. 
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——KEY NO. A-11437 

ALL-cLECTRIC TRUCK REFRIGERATION UNIT shown by Lehigh Mfg. Co. gets studied attention 

from (left to right) J. Steptoe Hylton of General Trading Co., Beaumont, Texas; W. G. 

Andrews of Southern Refrigeration Corp., Roanoke, Va.; Allan Ruth, acting chief engineer 

at ichigh; and J. R. Orfield of Southern Refrigeration. The unit has 1-hp. capacity and 
is fully automatic including defrost for on and off the road operation. 


——KEY NO. A-11439———. 
NEW HOLD-OVER VENDING CABINET designed for route delivery 
of ice cream and frozen novelties on milk routes or scooter 
venders is demonstrated for George and Mrs. Poggen (he is 
commercial sales manager, Detroit branch of Frigidaire) by 
H. C. Hoover (left), Philadelphia district representative of 
Kold-Hold Mfg. Co. Kold-Hold also sells the hold-over liner 
separately if desired for use in the customer's cabinet. The 
cabinet is portable so that it can be used for ward delivery of 
frozen foods in hospitals. It has quick coupler connections 
for hook-up to a remote compressor. 


ACLE EQUIPMENT CORP, 


Dhontarood 


——KEY NO. A-11440——— 


NE\Y PINNACLE OPEN-TYPE dairy case featuring two-section down draft coils and under- 

shot fluorescent lights gets prideful attention from such interested parties as (left to right) 

John L Ackey, treasurer of Pinnacle Equipment Corp.; H. H. Becker, president; Philip H. 
Berritt, export manager; and Michael Goldstein, Fleetwood Sales Co. of Brooklyn. 


ij 


Government Contracts 


PROCUREMENT INFORMATION 


The following is a list of proposed procurements issued by the 
various indicated U. S. Government | pag offices. This 
list is compiled and made available daily on a free pick-up basis. 
Prospective bidders may obtain complete bid sets by a request 
to the purchasing office under which the purchase is listed in 
this Synopsis. Be sure to identify completely the bid invitation 
you wish by including in your request the item description, the 
invitation number or reference number and the opening date. 
This will save time in filling your request. For reasons of 
economy, specifications are normally not included with the bid 
invitations unless the specification is a new one. First time 
bidders on a particular item should request a copy of applicable 
oo “pee and drawings at the time the request for a bid 
s made. 


DEPARTMENT OF DEFENSE 


It is not necessary to refer solely to the issuing office for 
additional data on a bid invitation issued by any of the follow- 
ing U. S. Army Ordnance Offices: Ordnance Tank Automotive 
Center; Detroit Arsenal; Frankford Arsenal; Picatinny Arsenal; 
Raritan Arsenal; Rock Island Arsenal; Springfield Armory; 
Watertown Arsenal; and Watervliet Arsenal. Complete informa- 
tion on any purchase listed by any of those offices alone can be 
obtained from the Ordnance District Office nearest you. Its ad- 
dress is on file in your nearest Department of Commerce Field 
Office. Do not ask an Ordnance District Office for information 
on a purchase unless it is listed by one of the above-named 
offices. Ordnance District Offices do not have information on 
any other purchases. 

Invitations for Bids numbers will be followed by the letter 
“B."" Requests for proposals or quotations will be indicated in 
this column by the letter “Q’’ or, if numbered, the number 
will be followed by the letter ‘‘Q.”’ 


Description Quantity Invitation Cypaies 
No. ate 

Cohen o Quartermaster Depot, QM Purchasing Division, Chicago, 
nois 

Refrigerator frozen foods, 50 ea 52-528 B 7 Dec 51 
eeeepeesenten, spec MIL-R- 

Refrigerators and refriger- 200 ea 52-571 B 13 Dec 51 
sites geetoment. spec MIL- 600 ea 

Dist. Engineer, 80 Lafayette St., New York, New Work 

Valve, check and gate, 250 200 ea (ENG-23- 26 Nov 51 
PSI, flanged, brass trimmed, 065-52-341B) 


non-rising stem, wedge disc, re- 
movable clapper, 6 inch check 


——KEY NO. A-11438———— 


“ANGLE VISION" frozen food and ice cream 
case which Fogel designed to help boost 
impulse sales of these items not only at- 
tracted customers but proved an excellent 


and gate valves cast in one com- 
lete unit w/outside ends flanged— 
heatley or equal 

Valve, gate, 250 PSI—flange— 9800 ea 
FS-WW-V-76—date 25 Nov 
1938, type 1, brass trimmed, 
non rising stem, wedge disc, 
6 inch 


Commanding Officer, Naval Air Station, Corpus Christi, Texas 


(ENG-23- 26 Nov 51 


065-52-341B) 


Air line drain valves 101 ea 216-35-52 8 Dec 51 
Refrigerator, elec., 8 cu. ft. 20 ea 216-36-52 4 Dec 51 
Replace two 15-ton air- job Spec 31969 28 Nov 51 
conditioning units with two 
20-ton units, Building 129, 
NAS, Corpus Christi 
Purchasing And Contracting Ofc., Fort Eustis, Va. 
Replacement of fans, fan job (44-019- 4 Dec 51 
casings, and motors in buildings 52-114 B) , 


GENERAL SERVICES ADMINISTRATION 
Description Quantity Reference a. Bid 
No te 


Regional Information Officer, Region 3, General Services 
Administration, Washington $5, D. C., 


Repairs to walk-in refrigerator (GS-R3-B- 12-6-51 
Public Health Service, Hospital, 1360) 
San Juan, P.R 
U. S. DEPARTMENT OF COMMERCE 
Description uanti Reference App. Bid 
° ad ” No. Bate 


Chief, Division 4 Purchase And Sales, Maritime Administration, 


Washington, D 
Refrigerators, Electric 115 ea (SD52-511- 11-30-51 
DO R-9) 


CONTRACTS AWARDED AS OF NOV. 16, 1951 


Description—Contractor and Address 
Los Angeles District, Corps Of Engineers, Los Angeles, Calif. 
sag os of one ice machine at ay General Depot, Ogden, 
tah.—$29,870.—Baker Engineering Corp., 351 S. Anderson St., 

Los Angeles 33, California. 

qaeemneiee Purchasing Division, Columbus General Depot, 
olumbus 15, Ohio 

Spare porte for thermo king Model HM 7 refrigeration units.— 
$43,497.—U. S. Thermo Control Co., 44 S. 12th St., Minneapolis 
3, Minnesota. 

Corps Of Engineers, U. S. Army, Office Of The District Engi- 

neer, Chicago District, 520 Merchandise Mart, Chicago 54, Ill. 

Installing thermal insulation, refrigeration and air conditioning 
systems, for building at 1215 Washington Ave., Wilmette, Ill.— 
$112,841.—Haskris Co., 6700 N. Lincoln Ave., Chicago 45, Ill. 

U. S. Naval Ordnance Plant, Indianapolis 18, Indiana 

Pressure gauge.—2970 ea., $63,073.—Manning, Maxwell & Moore, 
250 E. Main St., Stratford, Conn. 

Signal Corps Procurement Agency, 225 S. Eighteenth St., Phila- 

delphia 3, Pennslyvania 

Air Cleaner Element.—8,150 ea., $25,289.—Dorn Industrial Equip. 
Co., 3326 Lancaster, Philadelphia 4, Pennsylvania. 


place to pose the mysterious “Miss Fogel’ @— 


TYPICAL CART made by Distillation Products Industries for 
carrying all the pumping equipment and valves needed to create 


whom Dale Neal (right) of Lingle Refrigerator 

correctly identified to win the $100 prize 

from William Fogel in the closing hours 
of the Show. 


KEY NO. A-11441 


a high vacuum and put it into service for 
dehydrating refrigeration systems is exhibited 
between Tom C. Comer (left), midwest sales 
engineer for DPI, and Gerald Waterman, 
district sales 


Rochester engineer for the 


company. 


ANY QUANTITIES * MUST BE NEW 


455 W. 19 St., N. ¥. 19, WAtkins 4-4302 
(Send for Traco’s complete list 


of sensational bargains) 


WE WILL BUY! 
SURPLUS 
REFRIGERATION CONTROLS 
PRESSURE and THERMOSTATIC 


Write, Phone Or Call For 


IMMEDIATE ACTION © 


TRACO Industrial Corp. 


| eration News, 


“Positions 
Limit 50 words. 


RATES for Wanted” $5.00 
per insertion. 10¢ per 
word over 50 

RATES for all other classifications $7.50 
per insertion. Limit 50 words. 15¢ per 
word over 50. 

ADVERTISEMENTS set in usual classi- 
fled style. Box addresses count as five 
words, other addresses by actual word 
count. Please send payment with order. 


POSITIONS WANTED 


AVAILABLE - JANUARY 1952. Eighteen 
years of thorough background in the air- 
conditioning, refrigeration and ventilating 
business. Operated own sales and serv- 
ice organization for past eight years. 
Seeks connection where talent and know- 
how can be utilized. Would prefer New 
York or New England area. Will travel. 
BOX 3864, Air Conditioning & Refrigera- 
tion News. 


REFRIGERATION ENGINEER desires 
position as traveling installation and serv- 
ice man. Would consider salesman posi- 
tion if proposition were right. I have 
continuously studied, sold, serviced and 
installed commercial refrigeration for over 
20 years, all makes and sizes from sub- 
zero temperature through air condition- 
ing. BOX 3865, Air Conditioning & Re- 
frigeration News. 


EXPORT AGENT of established manufac- 
turer commercial and industrial refrig- 
eration and air conditioning equipment 
would like additional allied lines to sup- 
plement equipment now handled. BOX 
3866, Air Conditioning & Refrigeration 
News. 


| CLASSIFIED ADVERTISING 


POSITIONS AVAILABLE 


SALESMAN: WITH five years’ experience 
selling York refrigeration, ice machines 
and air conditioning equipment for Ari- 
zona Territory. Opening available for the 
right man interested in moving to south- 
west area for family health reasons. All 
replies confidential ARIZONA YORK 
REFRIGERATION CO., 4510 North Cen- 
tral, Phoenix, Arizona. 


LABORATORY TEST engineer—with es- 
tablished firm specializing in evaporator 
and heat transfer components. College 
graduate preferred, however, adequate ex- 
perience accepted. Best working condi- 
tions, paid vacation, etc. Excellent oppor- 
tunity for advancement. Give full par- 
ticulars in first reply. State salary ex- 
pected and how soon available. BOHN 
ALUMINUM & BRASS CORPORATION, 
Plant 13, Refrigeration Division, Adrian, 
Michigan, Attention: S. S. Bartlowe. 


MANUFACTURERS REPRESENTATIVE 
wanted for a national concern manufac- 
turing a complete line of commercial re- 
frigerators to call on dealers, distributors, 
and food chains. Have two openings for 
the eastern territory. In writing please 
furnish full background and experience. 
Applicant with allied line highly desir- 
able. BOX 3863, Air Conditioning & Re- 
frigeration News. 


FIELD ENGINEER—popular manufactur- 
er of automatic control valves for refrig- 
eration, air conditioning, and heating. 
Will contact manufacturers in connection 
with the development of new products. 
An opportunity in a progressive organi- 
zation for a man with initiative and 


| imagination who can effectively work with 


people. Engineering background with ex- 
perience in above field required. Write 
BOX 3867, Air Conditioning & Refrig- 
giving complete informa- 
tion including age, education, experience, 
responsibilities, earnings, etc. 


SOUTHERN DISTRICT sales engineer: 
Large Midwest manufacturer wants high 
type man, experienced in sales and engi- 
neering in commercial refrigeration and 
air conditioning, to travel Tennessee, 
Louisiana, Arkansas and Mississippi. Per- 
manent. Give details of experience, edu- 
cation and references in first letter. In- 
terview during A.S.R.E. winter meeting 
New Orleans, December 3, 4, 5. BOX 3868, 
Air Conditioning & Refrigeration News. 


EQUIPMENT WANTED 


WE WILL buy expansion valves, water 
valves, controls, ref. fittings & parts. Any 
quantities, must be new. Write, phone. 
Immediate attention. Top dollar for your 
merchandise. WILLIAM MORRIS, 401 E. 
145 St., Bronx, N. Y., CY. 2-8914. 


WANTED. 10 ton D-X F-12 water chiller. 
Or—15 to 20 ton F-12 condenser with 
water in shell and refrigerant in tubes. 
L. J. WOLF, 333 West Park Blvd., 
Haddonfield, N. J. 


EQUIPMENT FOR SALE 
REFRIGERATOR DOORS. 3’6” by 6’6” 


double batten auto close doors complete 
with removable track heads for a 72” 


track. 1%” corkboard insulation. 16 
gauge metal clad. Brand new. $95.00 
each. Freight prepaid in U.S. Door 


height will be altered for anything up to 
11 ft. 2 in. track for $15.00 additional. 
BIMEL CO., Cincinnati, Ohio. 


SURPLUS INVENTORY—200 sets hard 
rubber jambs and slides for two-door 
opening to fit standard door size 16% x 
25%. One set consists of one right and 
one left jamb 16%” long, and one top 
and one bottom slide 48” long. Brand 
new and in original crates. $8.00 per set, 
f.o.b. Philadelphia JORDON REFRIG- 
ERATOR CoO., INC., 58th St. & Grays 
Ave., Phila., Pa. 


A COMPLETE going 25 ton York ice 
plant for sale. One 6” x 6” double and 
one 7%” x 716” double York ammonia 
compressors, shell and tube condenser, 320 
ice cans, ice tank, 6,000 feet of 14” tank 
coils, deep well pump, low pressure sys- 
tems and all accessories. This is priced 
at little more than scrap value for quick 
disposal. Write: PURE ICE & COAL 
COMPANY, 17th & Tilghman Streets, 
Allentown, Pennsylvania. 


FOR SALE—Standard makes-new her- 
metic units-static & fan-cooled cond, %- 
%, %, %, %. Open units %, %. Relays 
and overload protectors. Driers, T.X.V. 
valves, pressure controls, belts, fittings. 
Water-cooling coils for carbonated water. 
Send for your lists and prices on our 
many other parts and supplies at great 
savings. Sold on money back guarantee. 
WALTER W. STARR, 2833 Lincoln, Chi- 
cage, Ill. 


BUSINESS OPPORTUNITIES 


FOR SALE: Well established commercial 
refrigeration business located in Central 
Florida and handling only national known 
brands. Easy terms can be arranged. BOX 
3850, Air Conditioning & Refrigeration 
News. 


NORGE SEALED units remanufactured 
or exchanged. Immediate delivery from 
stock, 1 year warranty. Write for prices 
and shipping instructions. Genuine Norge 
terminals for Norge sealed units. Com- 
plete set of three, $1.15 plus postage. 
MODERN REFRIGERATION CO., INC., 
12541 E. McNichols Road, Detroit 5, 
Michigan. 
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— 


Brunner Names Hawk, Hatcher, Thomas-- 


(Concluded from Page 1, Column 4) 
work for York Corp. He is a pro- 
fessional engineer and a member of 
both the Refrigeration Service Engi- 
neers Society and the ASRE. 
Former Sales Director Thomas was 


named New York district sales man- - 


ager. The company plans to enlarge 
this operation and offer a complete 
application engineering service to its 
customers in the New York area 
direct from this office. 


George W. Mathews, who had 
been New York district manager for 
11 years, has retired from that posi- 
tion effective Dec. 1. He will remain 
as a director of the company. 

O. Ross McDonald, Brunner adver- 
tising and sales promotional man- 
ager for the past 11 years, was ap- 
pointed to the new 
post of public re- 
lations officer. Mc- 
Donald will have 
complete charge of 
Brunner’s local 
public relations 


Frank Hawk 


program. 

The vacated 
post of advertis- 
ing and sales pro- 
motion manager 
was filled by C. 
M. Hatcher, who 
comes from Baker 


C. M. Hatcher 
Refrigeration 
Corp., where he held the same posi- 
tion. Prior to joining Baker he was 
connected with Universal Cooler. 
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WE WILL BUY! 


ICE CUBE TRAYS, ETC. 
ANY QUANTITIES « MUST BE NEW 


Write, Phone Or Call For eer 
IMMEDIATE ACTION” 


TRACO Industrial Corp. 


455 W. 19 St., N. Y. 19, WAtkins 4-4302 
(Send for Traco’s complete list 
of sensational bargains) 


DRYERS, BELTS, DEFROST TRAYS, | 


William Stom, a member of the 
Brunner engineering staff for several 
years was elevated to the position of 
chief application engineer. This de- 
partment will be enlarged and offer 
application field engineering service 
to all Brunner customers. 

Announcement of these appoint- 
ments was made at the annual sales 
meeting of the company. 

A. G. Zumbrun, Sr., company 
president, told the meeting that these 
new people were necessary to ade- 
quately staff the home office to cope 
with the greatly increased sales 
volume produced during the past few 
years. An enlarged sales and adver- 
tising program for 1952 is planned, 
he said, with the 1952 sales goal set 
at 20% over 1951—the best year in 
the company’s history. 

Hatcher said that the new adver- 
tising program will be aimed at the 
consumer market to a certain extent 
and will include a substantial amount 
of wholesaler aids and envelope stuff- 
ers to back up the advertising. 

Al Sullivan, manager of the engi- 
neering department, explained the 
thinking behind Brunner’s develop- 
ment program and showed with 
charts and models the improvements 
to be made in the present line. These 
include design changes to give more 
capacity to the firm’s air condition- 
ers, refrigeration units, and air com- 
pressors. 

It was indicated that many of these 
items are through the test stage and 
production schedules are now being 
planned. 


Newcomb, Poteat- - 


(Concluded from Page 1, Column 3) 


chairman—R. A. Rich, vice president, 
Philco Corp., refrigeration division; 
vice chairman—W. M. Timmerman, 
acting general manager of General 
Electric’s household refrigerator de- 
partment. 

Home and farm freezer section: 
chairman—L. C. Blunt, supervisor of 
advertising, refrigeration consumer 
relations department, International 
Harvester Co.; vice chairman—F. J. 
Bommer, vice president, Sanitary Re- 
frigerator Co. 

E. R. Wolfert, manager of engi- 
neering, Seeger Refrigerator Co., was 
elected chairman of the general en- 
gineering committee of both sections. 


pages. 
readers will testify. 


Here 
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HOW TO SELL YOUR SALESMEN 
ON SELLING... 


ONE FOOT IN THE DOOR 

by George F. Taubeneck 

The first humorous book on merchandising. You will 
laugh—learn—profit while you relax with this popular 


book for businessmen. 400 entertaining, laugh-provoking 
Immensely enjoyable, as thousands of 


A best-selling book...... $300 


THE MARSHAL’S BATON 
by George F. Taubeneck 


is another 


Foot in the Door. 
America’s top sales-minded executives. Received en- 
thusiastically by industrial executives everywhere—a 
valuable addition to every businessman’s 4 500 
Sree. GEO BEE PARI ie case ceiveseicenss a 


— JUST OFF THE PRESS — 
And Now—Brand New—“The Appliance Dealer’s Handbook” 


book by 


George F. 
Taubeneck—an “advanced course” in sales manage- 
ment as a follow-up to his immensely popular One 


important 


The distilled wisdom of 29 of 


Vv 


Construction Pricing Order- - 


(Concluded from Page 1, Column 3) 


the manufacture and installation or 
erection of a commodity with a 
single charge for the entire service. 

However, the order does not cover 
the installation or erection of a com- 
modity covered by CPR 30 “if you 
are a manufacturer of that commodity 
or the parent, an affiliate or a sub- 
sidiary of the manufacturer, and you 
both sell that commodity and furnish 
the services required to install or 
erect it.” 


SEPARATE INSTALLED 
SALES NOT COVERED 


Neither does the regulation cover 
the separate installed sale of appli- 
ances such as domestic refrigerators, 
domestic washing and ironing ma- 
chines, space heaters, water coolers, 
portable air conditioners, cooking 
ranges and stoves for which the cost 
of the required installation service is 
only incidental, nor repair and main- 
tenance services on these appliances. 

Further, the regulation does not 
cover installed sales by the manufac- 
turer of certain fabricated materials 
and equipment, defense agency con- 
tracts, steel fabricators and erectors, 
wrecking services, and certain mis- 
cellaneous services. 

Included in the latter are service 
contracts to maintain domestic oil 
burner units or comparable equip- 
ment in operation over a stipulated 
period of time, and water softening 
services. 

Previously, construction and related 
services and sales of installed mate- 
rials were covered generally by the 
General Ceiling Price Regulation 
until the issuance of CPR 34. Pric- 
ing under these regulations proved 
difficult and unsuited to the construc- 
tion industry, the OPS explained. 

In general, the new regulation es- 
tablishes ceiling prices on the basis 
of current costs for labor, materials, 
and equipment, plus nine tenths -of 
the highest markup for profit which 
the seller had in effect for a similar 
job during the base period July 1, 
1949, to June 24, 1950. 

In reducing the base period per- 
centage markup for profit by 10%, 
as provided in the order, OPS offi- 
cials pointed out that costs of con- 
struction labor and building mate- 
rials have risen by 10 and 12%, re- 
spectively, since the outbreak of hos- 
tilities in Korea. 


PROFIT REMAINS SAME 


“It is estimated, therefore,’ the 
agency said, “that nine tenths of the 
pre-Korean percentage markup for 
profit, when applied to increased 
costs, will result in approximately 
the same dollars-and-cents profit as 
the seller realized during the base 
period on a similar job.” 

The base period percentage mark- 
up for overhead need not be reduced 
if the seller can make a separation 
of his total base period percentage 
markup into an applicable percentage 
representing profit and an applicable 
percentage representing his recovery 
of overhead expense. 

Explaining the object of the order, 
the OPS said that each type of con- 
struction service “may involve the 
activities of contractors in special- 
ized branches of the construction in- 
dustry such as plumbing, heating, air 
conditioning, electrical work, sheet 
metal work, and carpentry. 

“Accordingly, the regulation is de- 
signed to afford methods of general 
pricing applicable to all segments of 
the industry in order that sellers 
may price their services readily and 
uniformly and in accordance with tra- 
ditional methods used by them in 
estimating and furnishing services, 
materials, and equipment.” 


cannot exceed the highest base 
period hourly charge plus the dollars- 
and-cents increase in the cost of that 
labor incurred by the seller subse- 
quent to the base period. 

A further exception is made in the 
case of sales of construction services 
under cost-plus fixed dollar fee con- 
tracts. The ceiling fixed dollar fee 
which may be charged is the highest 
fee charged during the base period 
for a similar job. Similar exceptions 
apply to sales on a time and mate- 
rials basis and to installed sales. 

The regulation contains a savings 
provision allowing a seller to con- 
tinue to use a ceiling price which 
he has properly established under 
CPR 34 if that ceiling price is higher 
than the ceiling price allowed under 
the new regulation for the same serv- 
ice. : 

If the seller elects to use a higher 
CPR 34 percentage markup, however, 
he may not then apply that higher 
percentage markup to current costs, 
except as otherwise provided by CPR 
34. The higher CPR 34 percentage 
markup must be applied to costs on 
the Dec. 19, 1950, through Jan. 25, 
1951, level. 


RECORD KEEPING 


The regulation states that in sub- 
stance, persons covered are required 
to keep records necessary and suffi- 
cient to allow determination as to 
whether they have correctly com- 
puted ceiling prices; records showing 
the cost to them of labor, materials, 
and other costs; and records show- 
ing charges made or the prices of- 
fered in connection with the sale of 
construction services during the base 
period and subsequent to the effective 
date of the order. 

Basic reports are required from 
contractors furnishing services and 
materials on an hourly rate, time and 
materials, or installed sales _ basis. 
Where, due to subsequent cost in- 
creases, these contractors increase 
their ceiling hourly rates for labor 
services or increase their ceiling 
prices for sales of items on an in- 
stalled sales basis, supplemental re- 
ports are required. 

The regulation does not apply to 
a person who neither employs one or 
more employes nor one or more sub- 
contractors. 

Contractors are not required to 
redetermine the ceiling prices which 
they established under CPR 34 for 


a job which is in progress on the 
date of issuance’ of the regulati5y 
(Nov. 14), or a job which was com. 
menced before the effective date of 
the order (Nov. 20) pursuant to g 
written contract entered into, or g 
written bid submitted prior to date 
of issuance of the regulation. 

Construction services subject to 
the order are not to be sold after the 
effective date of the order un'ogs 
record-keeping and reporting requ re. 
ments have been complied with 

A special record is required for 
lump-sum or _ cost-plus_ contrécts, 
Contractors must keep for the life 
of the Defense Production Act of 
1950 and for two years therea ter, 
for each type of construction se vice 
sold or offered for sale under ;: uch 
a contract, a recapitulation of the 
information contained in the rec rds 
required under (a) of Section 31. 

In appended instructions for «om. 
pleting this summary, contra: ‘ors 
are told, among other things, tc in- 
dicate whether they are a ger»ra] 
contractor or a special trades con. 
tractor engaged in plumbing, > -at- 
ing, air conditioning and refrig»ra- 
tion, or other types of work. 


Seek Filing Delay -- 


(Concluded from Page 1, Colum 5) 
tailored regulation for. their industry. 
They wanted to eliminate the possi. 
bility of changing ceiling prices on 
Dec. 19 and then again when a 
tailored regulation is issued. 

Industry representatives also said 
that the element of uncertainty under 
OPS regulations made it difficult for 
them to quote prices to their dis- 
tributors. They asked that ceiling 
prices approved by OPS be made, not 
subject to review and possible change 
at a later date. 

In asking the industry to consider 
the advisability of a tailored regula- 
tion, Lee McCanne, acting assistant 
director of the durable goods division, 
declared that OPS does not want to 
change established practices. 

Industry members, generally, fa- 
voring a tailored regulation, said 
that, while inventories are high now, 
they will be reduced as allocations of 
critical materials are cut. They asked 
that OPS make allowances for rising 
costs which, they said, would accom- 
pany reduced volume of production. 

Industry representatives requested 
that they be permitted to maintain 
their historic margins of profit under 
the proposed tailored regulation. 
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